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VUE Introduction of the Ampol Cup night Soccer 
^ at the beginning of the season has given n Ki'Hil 
to the game In the States to which it has Uin 

Amyl’s Interest in soccer stemmed personally fr.o t W 
Interest^f the Managing Director of tlte fejs 

i Wnlkley, who has been a keen xollower of the gai i B 

'""'wuh'the influx of New Australians rownl leatj 

and their interest In one major s^rt — soccmr. 11" 
wn« Mint thi«t STX)rt could provide the means of wohlliiK WW 
S™i?.»M?Artr.ll5» together. It " ™|1'™ 

I inoetlnc ground for the many thousands of young AunirMiiUMi 
I vX are helping to build a new Australia - the youni i«oi|la 

who have l^n born in Australia and the young iKMrplo why 

have come from overseas to start a new life under the i 

^^^^Thls was the reason why, four years ago, Mr. 
provided the Ampol Cup and big prize money for n 

The experiment was a resounding success. The standard »d 
soccer Improved almost overnight and tens of thousands flock 

^l^rogresslvely the idea was introduced to Newcastle), llil« 

bane and South Australia. _ , , , 

This year was the first of the Ampol night series In Vlcloih* 
and a further development of Mr. Walkley’s ^.^’^Slnal Idon. 

This year too, for the first time, an Interstate night SOOfi i 
series has been instituted. The winners of the serl^ In NowcaiillS 
and In Sydney will play off to determine which team will 
represent New South Wales in the interstate series. The wlnnori 
of the series in Adelaide, Melbourne and Brisbane, will bo flown 
to Sydney, at AmpoFs expense, to determine the premier 

Australian soccer club. . , ^ 

Unfortunately, it was impossible to include Weslorn 
Australia and Tasmania in the series this year. It is JlKOjy 
that the Ampol Cup will be extended to Western Australia 
'‘As an all Australian Company, Ampol is very proud 
indeed to be able to Join with the Soccer Associations in those 
States in bringing old and New Australians together in the best 
of all environments — the field of sport”, said Mr. Walkley. 

“We feel very proud that our help, even in a small way, 
has stimulated the rebirth of this great game in Australia. Wo 
look forward to continuing our support. 
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VICTORIAN AMATEUR SOCCER FOOTBALL 
ASSOCIATION 
MiEJVIBERS OF COUNCIL 
SEASON 1959 
President: 

H. J. DOOKEETY, 43 The Hidge, Canterbury E.7, WP 7C41. 
VicC“I^i*0siclciits * 

N. HOTHFIE'LD, 14 Woorigoleen Road, Toorak. BJ 3167. 
Dr. C. WALKER, 105 Collins Street, Melbourne. 50-1947. 
Chairman of Comicil; 

W. R. THOMAS, 20 Pascoe Avenue, Bentleigh. XU 50 27. 
Deputy Chairman of Council; 
rJ. PAUL, 20 Moffat Street, South Yarra. 
Honorary Theasurer: 

A. KERR, 22 Wordsworth Street, Moonee Ponds, W,4. 
Council: 

A. BALISH, 531 Ballarat Road, Sunshine. 

M. BUCKNER, 562 St Kilda Road, Melbourne. LA 3414. 
G. F. d’ANDREA, 13 2 Paterson Street, North Carlton. 
FW 6450. 

C. D. HARRIS, 241 Park Street, South Melbourne. MX 4001. 
K. DEFRIS, Flat 2, 110 Westbury Street, East St. Kilda. 
LB 2197. 



C DODD, 50 Marina Road, Mentone. XF 2992. 

D. J, HAMILTON, 7 Baxter Street, Toorak. BJ 3048. 

S. HORROBIN, 93 Emmaline Street, Northcote N.16. 

D. IVANOVIC, la Park Crescent, N. Williamstown. 

F. LANG, 21 Hotham St., Mooneo Ponds W.4. FU 5 65 0. 
J. P. OLIPHANT, 225 Wattletree Road, Malvern. 50-4329. 
A, PAVLAS, University House, University of Melbourne, 
Carlton N.3. FJ 3843. 

L. REZZARA, 12 Young Street, Ivanhoe. Day FJ 6497. 
Eve JX 3733. 

S. RUBExNiSTEIN, Flat 8, 34 Princes Street, St. Kilda. 
XJ 4129. 

V.A.S.F.A. Coach: 

L YOUNG, No. 1, Oval, Olympic Park, Swan Street, 
Melbourne C.2. BM 5309. 
Secretary-Manager: 

S, BEATON, No. 1, Oval, Olympic Park, Swan Street, 
Melbourne €.2. BM 5309. 



















THE AUSTRALIAN SOCCER FOOTBALL 
ASSOCIATION LTD. 

AFFILIATED WITH THE FOOTBALL ASSOCIATION 
LTD., LONDON, ENGLAND 

Patron: His Excellency the Governor-General of Australia. 
President: Mr. S. A. Storey, M.L.A., Hornsby, Sydney, N.S.W. 
Secretary: Mr. F. R. Druery, Box 50 P.O., Wa send, N.S.W. 
Treasurer: Mr. F. B. Druery, Box 50 P.O., Wallsend, N.S.W. 
(’Phone W'allsend LL 9541). 

Aim! Representatives from Each Association. 

State Association Secretaries—Other States. 

New south Wales: ICedn. of Soccer Leagues B. Prmci, 
Box 596, G.P.O. Sydney. BX 6051. 
Queensland: W. Williams, Hunter Stoet, Indooroopilly 
(U 1031, Business B 2905). 

South Australia: T. Connolly, ^ 

Glenelg, S.A. (X 4894). 

West Australia: D. A. Abrah^, 55 Gottesloe Avenue, 
Oottesloe. (F1'054) 

Tasmania: H. Corrigan, 01 Bay Road, Newtown. 

SUB-COMMITTEE GHAIRMEN 
Coaching Committee and School Soccer ■!. Paul 
State Selection— K. Defris. 

Social—^C. Harris. 

Laws, Constitution and Hups H. Dodd. 

State Leag'ue—J. Oliphant. 

Meti’opoUtan League Management—S. Horrobin. 
Smiday Intemational —€. W'alker. 
Investigation and Disciplinary—M. Buckner, 
publicity—J. d’Andrea. 

Jmiior League Management— A. Kerr. 

One Member to Executive—K. Defris. 

A.SJi’.A. Ltd. Delegates— W. R. Thomas and Dr. Walkei. 
Ground Manager—^A. Kerr. 

Assistant Ground Manager IC. Defiis. 
Ti-ustees—One Retiring—W. R. Thomas re-elected. 
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Mr. HARRY J. 
DOCKERTY 


Mr. W. R. (Bill) 
THOMAS 


PKESIDENT 

V.A.SJF.A. 

In 1909 Harry Dockerty 
“fathered” the V.A.S.F.A. 
and donated the Cup which 
hears his name and which 
has been the symbol of the 
State Championship for 50 
years. 



CHAIRMAN 

V.A.S.F.A. 

Outstanding as Cliairman 
of the State Council, as a 
negotiator for the V.A.S.F.A., 
and as its representative on 
any type of occasion, Bill 
Thomas has been active as 
tile Association’s benevolent 
leader and guide for 11 years. 















Mr. JIM PAUL 

DEPl TY CHAIRIVIAN 
\.A,S.F.A. 

.lim Paul lias carried out 
many allotted tasks in liis 
11 years with the State 
Council, and has filled the 
role of Acting; Chairman 
creditably whenever called 
upon to do so. 



Mr. ALEX KERR 

TREASL’KEB 

V.A.S.F.A. 

Oompolled to say 
more often than “yes”, the 
job of Treasurer in any As¬ 
sociation is an unpopular 
and thankless one. Alex Kerr 
has accepted this unenviable 
task, and has carried it out 
conscientiously, for the past 
12 years. \ 
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Mr. KURT DEFRIS 
CHAIRMAN 
STATE SELECTION 
COMAHTTEE 

With his broad adminis¬ 
trative experience in Austria 
and China to assist him, 
Kurt Defris has served Vic¬ 
torian soccer in many capa¬ 
cities, and has been a mem¬ 
ber of the State Council 
and its Executive Commit¬ 
tee for 6 years. 



Mr. JOHN P. 
OLIPHANT 
CHAIRMAN 
STATE LEAGLli 
MANAGEMENT 
COiVIIVnTTEE 
A truly Independent mem¬ 
ber of the State Council and 
Secretary of the Sunday In¬ 
ternational Committee, John 
Oliphant champions the 
rights of any and every 
section of the Association in 
the Council and on its 
Executive Committee. 
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Mr. SAM HORROBIN 

CHAIRMAN 

METROPOLITAN LEAGUE 
MANAGEMENT 
COMMITTEE 

A veteran wlio played with 
Melbourne clubs as far back 
as 1923, who has been with 
Moreland — mostly as Sec¬ 
retary — since 1944, and 
who has been a member of 
the State Council for 7 years, 
Sam HoiTobin is an asset 
to both the Metropolitan 
I^eagues and tlie Council’s 
Executive Committee. 



Mr. STUART BEATON 4 j 

SECRETARY-MANAGER i \ 

V.A.S.F.A. 

Was appointed Asst. j \ 

Hon. Sec-ry in February 
1959 and became Hon. 

Sec-ry in June 1949. In 
19 57 became full time Sec¬ 
retary - Manager. Offices 
were obtained in 1958 at 
Olympic Park and are open 
to the followers of our code 
each week excluding' Wed¬ 
nesdays afternoons. 
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CLUB SECRETARIES — SEASON 1959 

STATE LEAGUE 

Box mil: E. O. PATTERSON, 16 W^ellington Road, Box 
Hill. 

Footscray-Capri: R. WARBY, 159 Anderson Street, Yar- 
raville. 

George Cross: M. SCTC'LUNA, 17 Knox Street, Yarraville. 
Hakoah: K. DEPRIS, Flat 2, 110 Westbury St., St. Kilda. 
J.U.S.T.: O. GABEL, 45 Bridge Road, Richmond E.l. 
Jiiventus: G. F, d’ANDREA, 132 Patterson Street, North 
Carlton. 

Melbourne: V. MANSON, 22 Clarke Street, Prahran. 
Moreland: S. HORROBIN, 9 3 Emmaline St., Northcote. 
Maribyrnong-Polonia: T. I. LEZON, 19a Nichollsdale 
Road, Camberwell E.6. 

Preston: J. LIEPOLD, 27 Stafford Street, West Preston. 
Slavia-Port Melbourne: J. PICK, 137 Argyle Street, St. 
Kilda. 

WilheliiUna: F. HUTCHISON, 28 Edna St., Heathmont. 
FIRST NORTH 

Coburg United: T. WAI^KER, 42 Farview Street, Glenroy 

W.9. 

Corio: H. BAETZ, 119 Carr Street, East Geelong. 
Ooatia: J. RADOJEVIC, 26 Hughes St., North Geelong. 
Fiorentina: M. PRINCIOTTA, 37 Lucerne Crescent, Al- 
phington. 

Sth. Melb.-Hcllas: J. DIVOLIS, 28 Blessington St., St. 
Kilda. 

Maccabi: J. MARKS, 40 Barkly Street, St. Kilda. 

Moonee Ponds: J. EiCKER, 34 Spencer Street, Essendon. 
SicUia: A. PETTGLINO, 314 Gillies Street, Thornbury. 
Smisliine City: T. J. HIGGINS, 34 Lynch Street, Sunshine 
W.20. 

University: J. ONTO, 10 Vauxhall Road, Balwyn. 

FIRST SOUTH 

Ansti’ia: O MARIK c/o T. Thurmer, 773 Glenferrie Road, 
Hawthorn E.2. 

Brighton: B. MOUNT, 37 Neville St., Glenliuntly. 
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Dandenoiig City; B. BOARDMAN, 12 Market StTeet, 
Dandenong. ^ ^ ^ , 

Geelong: R. BARBADORO, 280 Bellarme Street, Geelong, 
park Hangers: C. D. HARRIS, 241 Park Street, South 
Melbourne. , 

prahran City: F. ROOIS, Lot 159, William Street, Mt. 

Waverley. 

Richmond: J. DUERBOECK, 27 Cutter Street, Burnley, 

E 1 

Sandringham City: G. DOBB, 13 North Ave., Moorabbln. 
South Yarra: W. BINYON, 21 Greville St., Prahran. 
Y^alloui'n: ,T. BBUNT, 19 Truscott Road, Moe West. 

SECOiXJl NORTH 

('ollingwood Eagles: I. KARBANENKO, 6 Hook Street, 
St. Albans. 

Essendon: iL. M. GLOVER, 24 Woolley Street, Essendon.- 
Fairfield: J. DRUMMOND, 195 Abbotsford Street, North 
Melbourne. 

Heidelberg; J. CHESTERS, 25 Yarana Road, Alphington, 
N.2'0. 

l.C.t,: H. J. BATEMAN, 6 Kynoch St., Deer Park. 

Lions: V. WIRT, 70 Collins Street, Thornburfy N.17. 
Norlane-Olynxpia: W. L. MELAI, 68 Little Malop Street, 

Geelong. , ^ ^ 

Seymour: E. J. HOBAN, 16 Butler Strtet, Seymour. 

St. Albans: M. MILENCOVIC, 30 Clevland St, St.. Albans. 
Williamstown United: K. SEEARY, 127 North Roa , 
Newport. 

SECOND SOUTH 

Bayswater: H. VOLLMER, Mountain Highway, Bays- 

(n-oydo^^*T. OLIITERS, 27 Evon Avenue, East Ringwood. 
hemtree Gully: A. de ROOY, 9 Sherbrook Avenue, Ring- 

Flinders Naval Depot: Lt. CDR J. L. BELBIN, R.A.N. 
Flinders Naval Depot. 

Fraukston: G. COX, 17 Sheridan Avenue, Frankston. 
Hollandia: W. van ROOY, 41 Erica Avenue, St Albans, 
yioorabbln City: V. CARTER, Lot 3, Kingston Road, 
Cheltenham. 
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ISorth Richmond: J. PALERMO, 189 Bank Street, South 
Melbourne S.C.5. 

Oakleigh: R. SCARLATA, 14 Sydare Ave., East Malvern. 
Rosebud: J. NORBBRHUIS, Spray Street, Rosebud. 

PROVISIONAL LEAGUE 

Alexander: M. ECONOMEOES, 6 63 Heidelberg Road, 
Fairfield. 

Bendigo: United: F. GUY, 25 Day Street, Bendigo. 

IX S. G. (Geelong): J. STRUMPEL, 11 Finch Street, 
Norlane. 

Makedonia: P. Daniels, 33 2 High Street, Preston. 
Melita: S. CASSAR, 20 Hosking Street, Williamstown. 
Olympia; A. KIPKA, 9 Kodre Street, St. Albans. 
Ringwood United: J. BROCKEN, 1110 Whitehorse Road, 
Box Hill. 

Springvale Lions: FR. P. SERAFA., 3'5 St. John’s Avenue, 
Springvale. 

Trident: A. LTSTOPAD, 15 Rockbanck Road, Ardeer. 
W.W.F.: H. NEILSON, W.W.F., 480 Flinders Street, Melb. 
State League Reserves, Mrst North Reserves, First 

South Reserves (and Second DHisioii Reserves—^refer to 
above addresses. 


IMETROPOLITAN LEAGUE MANAGEIVIElNT 
OOIVUMErTBB — SEASON 1960. 

F. DEiMBTRIE (Sth. Melbourne-Hellas)—^29 3 I.atrobe 

Street, Melbounio C.l. 

J. MARKS (Maccabi)—Flat 6, 40 Barkly St., St. Kilda. 
W. THOMAS (Brighton)—^16 Parklands Crescent, East 
Brighton. 

W. MACK (Yallourn)^—^Charles Street, Seaford. 

J. CHESTERS (Heidelberg)—^25 Yarana Road, Alphing¬ 
ton N.20\. 

J. DRUMMOND (Fairfield) — 195 Abbotsford Street, 
North Melbourne. 

G. PECORA (Oakleigh)—3 7 Ormond Road, Clayton. 

J. STEPHENS (Park Rangers)—87 Cobden St., Kew B.4. 
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EXECUTIVE OF COUNCIL 

Messrs. Thomas, Paul, Kerr, Ollphant, Defris 
and Horrobin. 

AUSTRALIAN SOCCER FOOTBALL ASSOCIATION 

DELEGATES ; 

Messrs. W. R.Thomas and Dr. Walker, 

SUNDAY INTERNATIONAL COIMIMITTEE 

Secretary: J. P. OLIPHANT, 225 Wattletree Road, Malvern, 

50-4329. 1 

VICTORIAN soccer REFEREES’ ASSOCIATION ^ 

Secretary: ^ 

W. CURRAN, 50 Creswick St., Fbotscray, MW 1494. ,, 

t 

President : 

J. HADFIELD, 530 O’Shannessy Street, Nnnawading. 

AVU 1324 evening. 


Persons wishing to join the A4ctorian Referees’ Association 
should apply in writing to the Hon. Secretary, W. Curran, 
5 0 Creswick St., Footscray. 

In the event of fixtures being altered, the HOME CI.UB 
must notify the Referees’ Association of alteration of ground 
or kick off time not later than 9 p.m. on the Wednesday 
prior to match. 

Referees must receive their fee prior to the commence¬ 
ment of matches from the HOME CLUB and in the event 
of the match not being played must receive normal fee. 
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REMINDERS TO CLUBS 

KICK OFFS: All matches must commence not later than 
2.45 p.m. 

RiEFEK^EES: All Referees must be paid prior to com¬ 
mencement of match. 

REFEREES: If an official Referee is not present, the 
two clubs shall appoint a referee, by mutual agreement, 
failing which the home team shall appoint Refreee. 

RESULTS: All results must be ’phoned in by the home 
team to the Secretary of the V.A.S.F.A., Tel. No. BM 5309, 
IMMEDIATELY after termination of match. 

PROTESTS: No protest will be considered if received 
after 72 hours from date of match and cheque for £2/2/-, 
being protest fee, must be attached to protest. One copy of 
protest must be forwarded to opposing team. 

FIXTURES: No fixture may be altered without the ap¬ 
proval of the Fixtures Committee, and request for alteration 
must be made at least 8 days before match. 

TEAM SHEETS: Each club must complete two team 
sheets prior to commencement of match and be given to 
Referee, who shall forward one copy to the V.A.S.F.A., 
and hand the other copy to the opposing team. 

REGISTRATION FORM: No player shall take part in 
any match without having signed a Registration Form. All 
Registration Forms shall be sent to the V.A.S.F.A. not later 
than 7 days after signing and not later than 24 hours after 
match in which player competes. 

CLUB COLOURS: When club colours are similar, the 
VISITING team shall change colours. 

S. BEATON, Secretary-Manager, V.A.S.F.A. 
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STATE LEAGUE CLUBS 

BOX HILL I 

Colours: Shirts-White, blue 

_Tilai’k Stockings Blu6 with vviiite top^. 

Situation of Ground^:— Wembley Park, Canterbury Road, 

Nearest Train: Mont Albert Thence Bus to Grounds 
^^'J'rain—Bos Hill Thence Bus to Ground. 

Rnc_-Pw)x Hill S-tation to Ground. 

Hon^sk*rctary: E. O. Patterson, 16 Wellington Road, 

Hon.^Trers«rer: H. J. Knibb, 35 Barely St Bos Hill. 
President: K. Martin, 1 Peter St., Bos Hill. 

Club Delegates (21 L. ^Bntei- . Bock. 

« Ut mviaon Ciiimplon. 

1948. 


P'OOTSCRAY CAPRI 
roloiirs-—SGirts Blue Shirt with White and Red Centre. 

Neared'B\Vst'citr‘(^a'Q.L^ to Suinshlne Deer Park, 

Hon!'''^-oSurer:-B. Messina, 290 Barkly St., Footscray, 
^ 1 ' atnvnnnii 01)9 Barkly St., Footscray WH. 

cl^D^^tes‘(21: D DiW, 0 Monmouth St Newport. 

V. Staropoli, 299 Barkly St., Footscia.) , M TI. 

Telephone Nos,: Day MW 248o. Eyening MW 248o. 

No. of Senior Teams—Two. 

GEORGE CROSS 

Alternative Colours :-(l) Red, White Sleeves. 

White. Red Trimmings. . « 

ColoimL-Sh^ts White and Red Vertical Stripes. 

Shorts: White Stockings, Red and W hite. 
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Hittiation of Ground:—Olympic Track, Olympic Village, 
West Heidelberg. 

^"eai*est Train: Heidelberg Train from Princess Bridge 
Station: Train to Ivanlioe station then Oriel Rd. 
Bus, alight cnr. Southern Rd, and Oriel Road. 

Nearest Bus: From Russell St., Melbourne take Heidel¬ 
berg Bus to Southern Road. There is plenty of park¬ 
ing space. 

Hon. Secretary: Mr. Michael Scicluna, 17 Knox Street, 
Yarraville, W13. 

Hon. Treasurer: M. Ellul, 64 Westgarth St., Fitzroy. 

President: L. He Bono-, 397 Toorak lid., South Yarra 
BJ 2049. 

Club Delegates (2) : Mr. L. T)e Bono, M. Scicluna. 

Telephone Nos. Day FW 5521, Evening FW 5521, BJ 2049. 

No. of Senior Teams- -Two. 

Founded 1947. 

Club’s most important successes: 

1953:—^Third Division Champions. 

1954:—Second Division Champions. (Senior Team and 
Reserves). 

1956:—Junior World Cup Winners (under 23 yrs.) 

1957:—Second Division Champions (Senior Team and 
Reserves). 

1958:—World Cup Winners. 

1959:—Siiii Cup, State Txetigue Final Four and Dockerty 
Cup Winners. 

HAKOAIl SPOUTS CLUB 

Colours:—Shirts Skybliie. 

Shorts: White, Stockings Skybliie. 

President: — E. J. Zola. 

Ghatrinan: M. Weinstein, 170 Clarendon Street, Thorn- 
bury. 

Vlcepresideiits: C. Berger, Dr. H. Baytch, S. Handelsman. 

Hon. Treasurer: E. Eisfelder. 

Secretary Treasurer:—Kurt Defris, Flat 2, 110 Westbiiry 
Street, St. Kilda. 

Coaches: D. McIntosh, H, Sutherland. 

patrons: A. A. Calv/ell, PjC.; Clarey M.H.R.; Sen. P. J. 
Kennedy; J. Skolnik; N. Jacobson; W. R. Thomas. 

Situation of Ground:—Hakoah/Soiith Melb. Soccer Oval. 
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MirtfllG Park, near Night Golf. 

Nearest Tram: 15 Fitzroy Street, 

Train: Mlcldie Park Station. „ . tt qow 

Telephone Nos.: Day FB 1802, FB f Jp;, Ev™ JJ 3“*’“ 
Weinstein), l.B 2107 (Defris), LA lOo- (Eisfeldei. 

Club’s MosT’lu^ortant^'u^^^ 1st Division champions 

1934/35/38/43; Dockerty Cup winners 1936, 45, 
53, 64, 55, 56; Harry Armstrong Cup winners 1956, 

This Club joined with Moreland, during tlm 
years and won the Dockerty Cup in 1946 an 
1st Division Champions 1943. 

J. U. S. T. 

Colours :-Shirts Blue, Shorts White Stockings Bed. 

Situkion of Ground; Show Grounds, Epsom Bond, 

Nearest^l’ramf D'oin Klizaiietli Street, Mdrlbj'rnon 

Secretarv: C. Gabel, 4.5 Bridge St., lUchmond E.i. 

Hon T^e^m-er: I T^.vanovic, 00 Newcastle St. Newport. 

P?esklenD I. Kuketz, 16 Bondi Boad. Bonbeach. 

riiih Helesiates—(2) : .1. Ivaiiovic, O. G-itiel. , .. 

Te»nc Nos Da^ MF 5448 (Kuketz), F.T 1112 (GalHu' 
MY 1375 (Ivanovic). Evening; Chelsea 1331 (I>uket7d, 
;30-4.541 (Plevnlk). ML 10;-51 (IvovanoMC), 

Club’s'^*Mo^^*important Successes: 3rd Division Cham¬ 
pions 19 5Ci; 2nd Division Champions 1951 ; Dockerty 
Cup Winners, 1961; Sun Cup Winners 1966-o6-67, 
1st Division Champions 1957. 

JUVENTUS 

Colours:—Shirts Black and WTiite. Shorts White, Stockings 
Black and Wltite. 

Situation of Ground: — Showgrounds. j 

Hon. Secretary: (L^F. d’Andrea, 1.52 latcison St, Noitn 

Hon.^"Treas\n^r: P. Papaleo, J.P., 211 Lygon St., Carlton, 

PresidenTfN. Borsari. 201 Lygon St. Carlton, FJ 5278 
Clui) Delegates (2): G. F. d’Andrea, N. Borsari. 
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Telephone Nos.: Day FW 6450. Evening FW 6450. 

No. of Senior Teams: — Two. 

Club’s Most Important Sucxjesses: 1st Division Champions 
19 52-53-54-55-56; 1st Division Reserve Champions 
1952-53; Sun Cup Winners 1958. 

3IEIiBOLTiNE 


Colours: Shirts—^Red. Shorts^—^White. Stocking-s—^^Green. 
Situation of Oround: S. S. Anderson Oval, Murphy Re¬ 
serve, Williams town Road, Port Melourne. 

Nearest Train: Graham Station. 

Nearest Bus: Garden City, via Port Melbourne, 
patron: Maj. Gen. D. G, Canet C.B.E. 
president: J. Andry, 1 O'hatsworth Avenue, East Brigh¬ 
ton, 

Vice President: A. Kovacs, 12 Mount Street, Kew. 
Secretary: V. Manson, 22 Clarke Street, Prahran. 

Assist. Sec.: A. Kiss, 7 Longmore Street, St. Kilda. 
Treasurer: J. Marton, 1 Rushmead Street, Malvern, 
('liairman (Disciplinary): Mr. A. I^un, 

<Tub Delegates: Mr. B. Zsepesi, Mr. A. Tompa. 

Telephone Nos.: Day—IDA 5507 (Sec.), MJ 3 0i02. Night 
--DA 5507, XM 3775. 

No. of Senior Teams: Two. 

MORELAND 

Colour: — Shirts Green, Shorts White, Stockings Green 
and White. 

Situation of Ground: Campbell Reserve, Moreland. 

Nearest Tram: East Coburg Tram, Swanston Street, to 
Moreland Road, Train : Moreland Station then tram to 
ground. Bus: Moreland Road, bus from Essendon or 
Ivanlioe. 

Hon. Secretary: S. Horrobin, 98 Eimnaline St., Northcote. 
Hon. Treasurer: .T. Thompson, 24 Windgate Street, East 
Bentleigh. 

President: Mr. J. IMorris, .Tessie Street, Coburg. 

Club Delegates: (2) Mr. E. Heath, Mr. J. Strachan. 
Telephone Nos. Day FY 2411, Ext. 28. 

No, of Senior Teams:—Two. 

Club’s Most Important Successes: 3rd Division Cham¬ 
pions 1934; 2nd Division Champions 1935; 1st Divi- 
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Sion Champions 1936-37-41-43-46; Dockerty Cup 
Winners 1941^45-56-57. 

.Moreland and Hakoah amalgamated during the war 
years and won the Dockerty Cup in 1945 and were 
1st Division Champions 1943. 

MARIBYKNONG — POLONIA 

Colours:— Shirts Red, Shorts: White, Stockings Red and 
white stripes. _ , 

Situation of Groiiiitl: Maribyrnong Recreation Ground, 
Maribyrnong. 

Nearest Tram; Maribyrnong tram in Elizabeth Street to 

H 011 .^ Secretary; T. I. Lezon, 19a Nichollsdale Road, Cam¬ 
berwell, E.6. ^ TV- ^ 

Hon. Treasurer: B. Bytomski, 12 Tobin Avenue, h<orthcote. 
President: Dr. C. Walker, 105 Collins Street, Melbourne. 

Club Delegates: (2) Messrs. B. Bytomski and T. I. Dezon. 
Telephone Nos.: Evening WF 9312 (Secretary). 

No. of Senior Teams (2) : and 2 Junior Teams. 

PRESTON 

'olours:— Shirts Maroon and Gold, S'horts White. Stock- 

Preston. Jon. Ground 
Zwar Park, behind Technical School on St George lid. 
Nearest Tram: To Oolliei- St., East Preston ^o. 9, off at 
at Raglan Street, w.alk East. Train Bell Station, 'ralk 

S, ni«. to Raglan Street, Bus: Coburg-Heidlberg off at 
Pientv Road walk Smith to Raa:lan Street. 

Hon. Secretary: J. IJepold, 31 Stafford St., . Pieston. 
Hon. Treasurer: H. Liepold, 31 Stafford St.. W. Preston. 

President: F. Courtney, MJI.B n..,.a.,n «!(• Cobm-o- 

Club Delegates: (2) J. T. Brenneris, 2:) Goulon St., Cobm„. 

J. Liepold, 27 Stafford St., W. Pr«‘ston. 

Telephone Nos. Day 44-0160. Evening 44-0166. PW 1481 

T. A. Brenneris. 

No. of Senior Teams -Two. 

SLAVIA PORT MEIjBOURNE 

Colours:— Shirts Red and White, Shorts White, Stockings 
Bine. 
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Situation of Ground: S. S. Anderson Oval, Murphy Reserve, 
Williamstown Road, Pert Melbourne. 

Nearest Train: Graham Station, Bus Garden City via Port 
Port Melbourne. 

Hon. Secretary: J. Pick, 137 Argyle Street, St. Kilda. 

Ilon.^ Treasurer: A. Urban, 509 Church St., Richmond. 

President: A, Pavlas, University House, University Ground 
Parkville. 

Club Delegates: (2) J. Kohout, 282 Montague Street, South 
Melbourne, L. S«vihla, 282 Montague Street, Portli 
Melbourne. 

Telephone Nos,: Day FJ 3843 (Pres.). Evening 94-6635 
(Secretary). 

No. of Senior Teams:—Two. 

D.S.C. Wn.HELMINA 

Colours:—Shirts Orange, Shorts White, Stockings Blue. 

rSituation of Ground: Hawthorn South Reserve, turn right 
immediately after Drive In Theatre at Toorak Road. 

Nearest Tram: No. 7, Stop 50, McDonald St., op. Burke Rd., 
Train: Gardiner. 

Hon. Secretary: f. Hutchison, 28 Edna St., Heathmont. 
Ringwood. 

Hon. Trcasi^rer; J. van Hoboken, 10 Whitehorse Road 
Ringwood. 

President: J. van Hoboken. 

Club Delegates: (2) A. van Diippen, 10 Whitehorse Road, 
Ringwood, A. van PInllum, 29 Alice St., Clayton. 

Telephone Nos. Day WU 6714. Evening: WU 8107, WU 6714 
Wr 744-3565. 

No. of Senior Teams:—Two. 

Club’s Most Important Successes: 4th Division Cham¬ 
pions 1954; 3rd Division Champions 1955; 2nd Di¬ 
vision Champions 1956; State 'League 19 59. 
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FIRST DIVISION NORTH 


COBl'KO UNITED 

Colours: Shirts Junior Navy Blue, Red Collar and Cuffs, 
S'hoi-ts White, Stockln.ixs Red-Blue Tops. ^ 

Situation of Ground: Coles Reserve, Cumberland Road, 

Nearesri'i-aiiK^Melville Rd., Tram to Boll St., Coburg, Bus 

Glenrov Hus in Bell St., direct to ground. 

Hon. Secretary: Tliomus Walker, 42 Farview St. Glenroy, 

Hoin’^Treasurer: William J. Tayior, 95 Cumberland Road, 
Rn^^ooe Vrile. . 

President: George King, 38 Ballaratt St, Bninswick. 

Club Delegates (2): Thomas Walker, George King. 
Telcplwne Nos.: I>ay FL 557(1, Evening: FL (>..4(1 and 
weekends. 

No. of Senior Teams :—Two. 

CORTO 

Colours: Shirts Yellow-Blue. Shorts Blue. Stockings- 
yellow-Bliie, 

Situation of Glroiiiicl: Corio, Morland. 
'^onTsecSiV^'w.’^^Bae?^^ Carr St., East Geelong 

SiiKoT: 'i\ 5 K^;efonrW/ening 3532 Geelong. 
No. of Senior Teams;—Two. 

CROATIA 

rnln,ir<!-—Shirts Red. Shorts White, Stockings Blue. 

. Siam! Bim^to Eastern 

NoPmidentVE. Begovic, 222 Victoria Parade, E. Melbourne, 

'S l)elegates’:^(2Y*j\”R^^ E. Begovic. 

pfirons: Dr. I. Schutz, Dr. Moger, H. A. Krohowsky, M.A.E. 
\ I.L.B. Airs Peterson. 


\ 
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Manag^er: S. Kratofil, Assistant M, Mathern. 

Coaches: J. Bues«ny and J. Karamatic. 

Telephone Nos.: Day JA 4817, JA 6494. Evening Secretary 
Cleelong, V 1686. 

No. of Senior Teams—Tu o. 

FIORENTINA 

Colours:—Shirts Purple. Shorts: White, Stockings: White 
Purple. 

Situation of Ground: Yarra Bend National Park. 

Nearest Tram: No. 88, Train: Flinders St., Fairfield, Bus: 
Moonee Ponds, Fairfield. 

Hon, Secretary: M. Princiotta, 37 Lucerne Gr. Alphincton. 

Day JW 7297, Night: JX l.'5B0. 

Hon. Treasurer: D. Manduca, 212 Separation S-treet, 
Fairfield. 

President: E. Romanin, 811 Brunswick Street, Fitzroy. 
Club Delegates: (2) M. S. Pina, 44 Park St., W. Brunswick. 

Filippo Disahato, 18 (^hapman St., N. Melhourne. 
Telephone Nos.: Dav JA 8015, JW 7297. Evening .TX 1580— 
JA 8015. 

No, of Senior Teams:—Two. 

SOUTH YlELBOraXE-HEIiTiAS 
Chairman: Mr. T. Marmaras, 1 Sherbrook Ave., Elstern- 
wick. 

Deputy Chairman: Mr. D. J. Hamilton, 7 Baxter Street, 
Toorak. 

.Exeetitive Member: Mr. J. Demetrie, 293 Latrobo Street, 
Melbourne. 

Secretary: Mr. J. G. Divolis, 28 Blessington St., St. Kilda. 
Treasurer: Mr, W. D. Hamilton, 5 Service Street, South 
Melbourne. 


J.S.C. MACCABI 

Colours:—Shirts: Blue and White neck. Shorts: White. 

Stockings: Blue and White stripes. 

Situation of Ground: No. 4 Yarra Park. 

Nearest Tram: iMorelaiid No. 15 & 1, from City, or Elizabeth 
Street Coburg trains. 

Hon. Secretary: J. Marks, 40 Barkly Street, St. Kilda. 

Hon. Treasurer: H. Strelec, 55 Belford Rd., North Kew. 
President: S. Rubinstein, 34 Princes St., St, Kilda, 
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Club Delegates: (2)—Rubinstein and Marks. 

Telephone Nos. Day: BY 2900. Evening: XJ 4129, XJ 4601. 
No. of Seniors Teams: — Two. 

IMEIiBOLRNE UNIVERSITY 
Colours; Shirts—Blue. Shorts—Black. Stockings: Light 
and Dark, hoops Blue. 

Sitiiatioii of Ground: Princes Park, Carlton, Sydney Rd. 
Nearest Tram; Elizabeth St. 

Nearest Ti’ain: Blinders St. 

Nearest Bus: Johnston St. 

Hon, Seci’etary; J. G. Onto, 10 Vauxhall Rd., Balwyn. 
Hon. Treasurer: John Erhinger. 

President: Mr. Thussigg, 261 Camberwell Rd., -Camber** 
well. 

Club Delegates (2): J. G. Onto, 10 Vauxhall Rd., Balwyn; 

IMr. R. Reading, 3 Mawson St., E. Kew. 

Telephone Nos.: Evening—^WF 1677. 

No. of Senior Teams: Two. 

MOONEE PONDS 

Colours:—Shirts Green and White stripes. Shorts: White. 

Stockings Green and White. 

Situation of Ground: Woodland St. Reserve, Essendon. 
Nearest Train: to Strathmore Station. 

Hon, 'Secretary: Mr. J. Ecker, 34 Spencer St., Essendon. 
Hon, Treasurer: Mr. C. Flachner, 110 Bradshaw Street, 
Essendon. 

President: Mr. J. Neinet, 20 Rosella. St., Hugesdale. 

Club Delegates: (2) Mr. A. Koltay, LL.B., i02b Maribyr- 
nong Rd., Moonee Ponds, Mr. J. Kogon, 21 Elgin Avo., 
rmadale. 

Telephone Nos.: Day: 37-4105. E veiling: FX 1920 or 

FX 4805. 

No, of Senior Teams: — Two. 

WEST MELBOURNE SICILIA 

Colours:—Shirts Yellow Red. Shorts: W^hite. Stockings: 
Black Yellow Red. 

Situation of Ground: Royal Park, South 9. 

Nearest Tram: Nos. 55, 56 to Ascot Yale or West Coburg. 
Hon. Secretaiy: A. Pettolino, 314 Gillies St., Thombury. 
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Hon. Treasurer: S. Mazzarella, 194 Queensbery St., North 
Melbourne. 

President: A. Benicasa, 191 Victoria St, W. Melbourne. 

Club Delegates: (2) S. Mazzarella, 194 Queensbery Street, 
North Melbourne, A. Pettolino, 314 Gillies Street, 
Thombury. 

Telephone Nos.: Day FY 2577. Evening: FY 2577, 44-5671. 

No. of Senior Teams; 2. 

SUNSHINE CITY 

Colours:—Shirts Yellow. Shorts Black. Stockings Yellow 
and Black Hoops. 

Situation of Grounds: Gardens Reserve, Anderson Road, 
Sunshine. 

Nearest Train: Sunshine Railway Station. Bus Deer Park 
and Albion Buses pass grounds. Sunshine Buses to 
Railway Station. 

Hon. Secretary: T. J. Higgins, 3 4 Lynch St., Sunshine, 

W\20. 

Hon. Treasurer: T. J. Higgins, 3 4 Lynch St., Sunshine, 
W.20. 

President: IMr. N. Ainworth. 

Club Delegates: (2) T. Higgins and J. Currell. 

Telephone Nos.: Day MM 2695 (J. Currell). Evening:— 
]MM 2331. 

No. of Senior Teams: — Two. 
























FIRST DIVISION SOUTH 

AUSTRIA — MEI.ROURNE 

Colour—Shirts Yiolet. Shorts: White. Stockings Violet. 
Situation oi Ground;—Elwood Reserve. 

Nearest Train: to Elwood tram Depot. Train from (Mty to 
St. Kilda, tlien bus to Elwood. Bus Tram Depot (ground 
.10 yards away). 

Hon. Secretary; Otto Marik c/o T. Thurmer, 773 Glen- 
feiTie Rd. (Hawthorn) E.2. 

Hon. Treasurer: Edward KaceAvicz, 10 Hennessy Avenue, 
Ehvoo. 

President; Hans Ilelmutli Thurmer, 733 Gleuferrie Road, 
(Hawthorn) E.2. 

Club Delegates; (2) II. 11. Thormer, K. Schohesberger 
Coach: O. Marik. 

Telephone Nos. Day. 9 a.m. to 7 p.m. WA 4970. Evening: 
WA 4970. 

No, of Senior Teams: — Two. 

RRTGIITON 

Colour:—Shirts Black & White stripes. Shorts : White. 

Stockings: Black & White stripes. 

Situation of Ground: Elsternwick Park. 

Nearest Train; — Elsteimwick. 

Hon. secretary; B. Mount, 37 Neville St., Glenhuntly. 
Don. Treasurer: Mr. W. R. .Tones, HO Well St., Brighh>n. 
President; Mr. C. Beaurepaire, 97 Linaire Rd., Hampton, 
S.7. 

Club Delegates: (2) Mr. AV. R. .Tones, 10 Well St. Brighton, 
Mr. AV. F. Thomas, 10 Paddards Ores., E. Brip-hton. 
Telephone Nos.; Day FJ 1631 (Pres.), MB 2231 (Vice 
Pres.). Evening: 9 8-6950 (Pres.). 

No. of Senior Teams; —• 2. 

DANDENONG CITY 

Colours: Shirts—^Blue. 2nd Team—^Red. Shorts—AVhite. 
'Stockings^—Red and AAThite. 

Situation of Ground: High School Ground, Princes High¬ 
way, Dandenong. 

Nearest Train; Dandenong Railway Station. 
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Hon. Secretary: B. Boardman, 12 Market St., Dandenong. 
lion. Ti*easurer: T. Maxwell, 
president; B. Boardman. 

Telephone Nos.: Day—^Dand 1256. Evening—^Dand 1256. 
No. of vSenior Teams: 2. 


GEELONG 

Colours: Shirts—^Blue and AA^hite hooped. Shorts—Black. 
Stockings—Blue and AA^hite hooped. 

Situation of Ground: Corio Oval—Eastern Park, Geelong 
East. 

Nearest Trahi: From Melbourne to Geelong. 

Nearest Bus: Eastern Park, Geelong. 

Hon. Secretary: Raoul Barbadoro, 280 Bellarine 'Street, 
Geelong. 

Hon, Ti'easurer: Giuseppe Gan genii, 7 Pakington St., 
Geeling. , ^ 

President: ATneenzo Mortelliti, Id Melbourne Road, Gee- 

Club Defegates (2): Raoul Barbadoro, 280 Bellarine St., 
Geelong; Giuseppe Gangemi, 7 Pakington St., Gee- 

TelepMoao Nos.: Day U 2657 (Geelong. Evening 3562 
(Geelong). 

No. of senior Teams: One. 

PARK RANGERS 

Colours: Sliirts—Maroon. Shorts—^AVhite. Stockings— 
Maroon and AA'hite tops. 

Situation of Ground: Middle Park opposite Chalet. 

Nearest Train: To Middle Park Station, 100 yards across 
Park, 

Hon. Secretary: C. D. Harris, 241 Park St., South Mel¬ 
bourne. ^ , 

Hon. Treasurer: R. AA^est, 305 Carlisle St., East St. Kilda. 

President: J. Stephen, 87 Cobden St., Kew. 

Club Delegates (2): J. Stephen, 87 Cobden St., Kew; G. 
Roy, 254 lEennox St., Richmond. 

Telephone Nos.: Day—MX 4001. Evening—^]\IX 40 01. 

No. of Senior Teams: Two. 

PIIAHRAN CITV 

Colours: Shirts—^W^hite. Shorts—^Black. Stockings— 



















Situation of Ground: Como Park. 

Nearest Train: Nearest Station Hawskburn. 

Nearest Bus: Brown bus from Princess Bridge to Ground. 
Hon, Secretary: Fred Roos, Lot 159, William iSt,, Mt, 
Waverley. 

Hon. Treasurer: Fred Roos, Lot 159, Wilbam St., Mt. 
Waverley. 

President: Sam Newman, 2 Trinian St., Prahran. 

Club D'elejrates (2); S. Newman, W. Mineeiy. 

Telephone Nos.: Day—BY 3121. Evening—LA 4238. 

No. of Senior Teams: Two. 

ALfEMANNIA RICIOIOND 

(Colours: Shirts — Wliite with black collar and cuffs. 

Shorts—-Black. Stockings :Black and White. 
Situation of CJround: Burnley Park, No. 2 Oval, Burnley. 
Nearest Tram: Stop No. 17, Swan 'Street, Burnley. 

Nearest Train: Burnley Station. 

Hon. Secretary: J. Duerboeck, 27 Cutter Street, Burn¬ 
ley, E.l. 

Hon.'Treasui-er: K, Kuehne, 221 Whitehorse Rd., Bal- 
wyn, E.8. « 

President: A. Pfeiffer, 180 Auburn Rd., Hawthorn, E.2. 
Club Delep-ates (2): A. Pfeiffer, 180 Auburn Rd., Hawth¬ 
orn, ‘e. 2.; H. Haeussler, 21 Yarradale Rd., Toorak, 
S H 2 

Telephone Nos.: Day—• Evening—JB 3 0 69. 

No. of Senior Teams: TWo. 

SANDRINGHAM CITY 

C'Olours; Shirts.—Saxe Blue with black trim, Claret mo¬ 
nogram. Shorts--White. Stockings: Claret and 
Saxe Blue hoops. 

Situation of Ground: Olive Street, Hampton. 

Nearest Train: Moorabbin or Hampton Station then 

Hampton bus. x i 

Nearest Bus: Moorabbin Red Bus to Ground, situated 
corner Olive-Ludstone Streets, Hampton. 

Hon. Secretary: Geoff Dobb, 13 North Avenue, Moorabbin, 

Hon. Ti’Casiirer: Len Hayball, 23 4 South Road, East 
Brighton, XW 7269. 

President: D. Sutherland. 
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Nearest Train: Clifton Hill then Green Bus Heidelberg 
Rd. ^ 

Nearest Bus: City buses to Clifton Hill then Green Bus 
Heidelberg Rd. 

Hon. Secretary: J. Drummond, 19 5 Abbotsford St., North 
Mclb. 

Hon, Treasurer: G. Schulz, 104 Spensley St., Orifton 
Hill. 

president: G. Smith, 8 Clay St., Port Melbourne. 

Ulub Delegates (2): P. Wade, 16 Cobham St., Chelten¬ 
ham, XF 3415; R. Torrens, The Elms, Waronga 
Court, Glen Iris. 

Telephone Nos.: Evening FM 3102. XF 3415. 

No. of Senior Teams: 1. 

HEIDELBERG 

colours: Shirts—^Black and Gold, Vert. Stripes. Shorts—• 
Black- Stockings—Black and Gold Hoops. 

Situation of Ground: Janies Park, James St., West Hei¬ 
delberg*. 

Nearest Train: Ivanhoe Stn. 

Nearest Bus: Mont Park Bus from Ivanhoe Stn. to 
James St. 

Hon. Secretary: J.F.A. Chesters, 25 Yarana Rd., Alphing- 
ton N.2'0. 

Hon. Treasurer: J. J. Shepherdly, 39 Willow Gr. Nth. 
KeW. 

President: A. Thorpe, 7 Uplands Rd., Nth. Balwyn. 

C:iub Delegates (2): J. F. A. Chesters; E. Bywater, 75 
iSouthern Rd., Heidelberg W. 

Telephone Nos.: Day—‘See. 62-0i281 Ext. 279. Evening 
Pres. WL 4006. Treas. WL 3554. 

No. of Senior Teams: One. 

I.O.T. DEER PARK 

Colours: Shirts—'Green and Gold quarters. Shorts — 
White. Stockings: Green and Gold hoops. 

Situation of Ground: I.C.T. Oval, Ballarat Rd., Deer Park. 

Nearest Ti’ain: Albion Train then Bus to Deer Park, 

Nearest Bus: Deer Park Bus at Queen St., Melb. 

Hon. Secretary H. J. Bateman, 6 Kynoch St., Deer Park, 
or 
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Mloii. Treavsiu’er: J. Eddy c/o Nobels Ballarat Rd., I>eer 
Park. / 

President: J. Kramer, 220 Ballarat Rd., Deer Parjfc. 
Club Delegates (2): W. Bowman, 24 Hyde St., peer 
Park; D. Affleck, Irvine St., Deer Park. Tel: MM 
8261. 

Telephone Nos.: Day—^IVIM 8261. 

No. of Senior Teams: One. 

I.S.C. LIONS 

Colours:—Shirts Blue, Gold collars and numbers. Shorts— 
White. Stockings Blue and Gold. 

Situation of Ground: No. 13 Yarra Park, Corner Swan St., 

' and Punt Road. 

Nearest Tram: From Batman Ave. Train: Richmond; Bus 
Clifton Hill — Point Ormond. 

Hon, Secretary: Mr. Wirt, 70 Collins St., Thornbury N.IT. 
Hon. Treasurer: Mr. M. Makohon, 67 Francis Street, 
AYirraville 

President: Mr. M. Bolucb, 25 Orvieto St., Merlynston. 

Club Delegates: (2) Mr. M. Glnchowera, 69 Boundary Rd., 
Merlynston, jMr. Y. Ilnatojko, 48 Henry St., Auburn. 
Telephone Ncs.: Dav AAYrt, 39-4111, Ext. 281. Evening; 
44-4721. 

No, of Senior Teams:—Two. 

NORT.ANE—OLYYIPIA 

ColourvS: Shirts—^White. Shorts^—^Black. Stockings — 

Black and White. 

Situation of Ground: Melbourne Road, corner Georges 
Road, Norlane. 

Nearest Train: Corio. 

Nearest Bus: 5'0 yards from entrance. 

Hon. Secretary: AY. L. Melai, 68 Lt. Malop St., Geelong 
(Phone 4945). 

Hon. Ti’easui'er: F. Broekman, 174 Sparks Rd,, Norlane. 
President: V. Klumper, 28 Ryrie Street, Geelong, Phone 
2214. 

Club Delegates (2): A. Van den Nieuwenhof, 80 Plume St., 
Norlane; H. Wind, 115 Dare Street, Ocean Grove. 
Telephone Nos.: Day—49 45. Evening 4945. 

No. of Senior Teams; Tw'o. 


32 


SEYMOIB 

Colours: Shirts—Light Blue. Shorts—^Wirite. Stockings 
Light Blue, white top. 

Situation of Ground: -Chittick Park, Anzac Avenue, Sey¬ 
mour. 

^"oarest Train: Five minutes walk. 

Hon. Secretary: E. J. Hoban, 16 Butler St., Seymour. 
Hon. Treasurer: H, Woldkins, 22 Victoria St., Seymour. 
President; Mr. P. Eirmstrang, 3 3 Anzac Ave., Seymour. 
Club Delegates (2): iC. H. Boys, A. Hollinberger. 
Telephone Nos.; Day—581. Evening—3 3 6. 

No. of Senior Teams; TWo. 

(ST. ALBANS 

Colours: Shirts—^AA^hite. Shorts—Black. Stockings— 

Black and AA'hitc. 

Situation of Gi’ouiid: Churchill Estate, St. Albans. 
Nearest Train: St. Albans Station. 

Hon. Secretai’y: Mr. M. Altilencovic, 30 Clevland St., St. 
Alb. 

Hon, Treasurer: Mr. H. Klaus, 6 Conrad St., St. Albans, 
president; Mr. E. R. Alan, 40 Alfrieda St., St. Albans. 
Club Delegates (2): Mr. F. Feist, Biggs St., St. Albans; 

Mr. J. Goellner, Albert iCrescent, St. Albans. 
Telephone Nos.: Day—-ML 9 03 3. Evening ML 9033. 

No. of Senior Teams: One. 

WILLLIMSTOWN X NITED 

('olours: Shirts—Royal Blue. Shorts—^White. Stockings 
Blue and Gold. 

Situation of Ground: W. Gray Reserve, Kororoit, Creek 
Rd. 

Nearest Train: North AATilliamstown. 

Nearest Bus: Alton Bus to Gray Reserve. 

Hon. Secretary: K. Seeary, 127 North Road, Newport. 
Hon. Treasurer: AV. Cullen, 17. Subilee st., Newport. 

Club Delegates (2): A. Mac Avoy, Lot 344, Mitchell 
Avenue, AY'est Newport; L. Assman, 10 Stone St., 
Yarraville. 

Telephone Nos.: Evening ML 1820. 

No. of Senior Team: One. 
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SECOND DIVISION SOUTH 

BAYSWATER 

Colours: Shirts—^Royal Blue. Shorts—^Whlte. Stockings 
—Royal Blue White. 

Situation oi! Ground: Victoria St., off Scoresby Rd. 

Nearest Train: Bayswater Rly. Station. 

lion. Secretary: H. Vollmer, Mountain Highway, Bays- 

Honorary Treasui-en H. Wied, Orange Grove, Bayswater. 

President: Blaich, Orange Grove, Bayswater. 

Club Delegates (S): H. Vollmer, St. Shepherd, John St., 
Bayswater. 

Telephone NOs.: Day (Secretary) BM 9806. 

No, of Senior Teams: One. 

CROYDON 

Colours: Shirts—-Blue, Black trim. .Shots—Black. Stock¬ 
ings—Blue and White, Black trim. 

Situation of Ground: Mt. Dandenong Road, Croydon. 

Nearest Train: Croydon Station. 

Hon. Secretary: T. Olifiers, 27 Evon Avenue, East Ring- 
wood, 

Hon. Treasurer: ‘Leo Van Leeuwen, Main Road, Kallista. 

president: J. Oostermeyer, French Street, Croydon. 

Club Delegates (3): Harold Rudge, 19 Park Street, Ver¬ 
mont; Ray Howard, 21 Park Street, Vermont. 

Telephone Nos.: Day—JB 1478. Evening—Ferny Creek 
364. 

No. Of Senior Teams: Two. 

FERNTREE GCLLY 

Colours: Shirts—White. Shorts—^Black. Stockings ■ 

Black and White. 

Situation of Ground: “Brenock Park’^ Ferntree Gully. 

Nearest Train: Upper Ferntree Gully. 

Hon. Secretary: A. de Rooy, 9 Sherbrook Ave., Ring- 
wood. 

Hon. Treasurer: W. M. de Rooy, 16 Burlock Ave., Ring- 
wood. „ „ j 

President: H. Stegenga, 135 Boyana Cresc., Croydon. 
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Club Delegates (2): A. de Rooy, 9 Sherbrook Ave., Ring- 
wood; B. Vermeulen, Lynette Street, Nunawadmg. 

No. of Senior Teams: Two, 

FLINDERS NAVAL DEPOT 

Colours; Shirts—Navy Blue and White. Shorts ^White. 
Stockings—^Blue and White. 

Situation of Ground: Flinders Naval Depot. 

Nearest Train:: By Road. Nepean H-v^ to Frankston. 

Nearest Train: Turn left along Hastings Road via -So- 

NearS^Bus: Tyabb and Hastings. Turn left at Bittern 
•Crossing thence to F.N.D. _ 

Hon. Seci’etai’y: Lt. Cdr. Jim Beilin, R.A.N. Wardroom 
Flinders Naval Depot. 

Hon. Ti’easiirer: Lt. P. Meinnes, RAN. 

President: Mr. J. Barclay. 

Club Delegates (2); Band Opt Clf ke; G.P.O Moones. 

Telephone Nos.: Day— Frankston 3-2621. EXT. 4»». 

No. of Senior Teams: One. 

FRANTCSTON 

•Colours: Shirts—Red, Black sleeves and collar. Shorts 
—^Black. Stockings—^Red and Black. . 

Situation of Ground: Cranbourne Rd. Oval, behind 
Frankston Tech. School. „ v. o,, 

Nearest Ti-ain: Frankston, walk through Subway and 
past Tech. School. 

Hon. Secretary: G. A. Cox, 17 Sheridan Ave. Frankston. 

Hon. Treasurer; J. J. Milner, 63 Kenilworth Ave., Frank- 

PresldeTt; D. Wilkes, 62 Kenilworth Ave., Frankston 

aub Delegates (2); A. P. Prior, 42 Kars St., Frankston. 
O. Piggott, Heather Hill Rd., Frankston. 

Telephone Nos.; Day—3-1777. Evening 3-1777. 

No, of Senior Teams; Two. 

MAKEDONIA 

Colours: Shirts—Gold and Red. Shorts—White. Stock- 
ings—Gold and Red, 

Situation of Ground: Ground No. 2 Royal Park. 

Nearest Tram: Elizabeth Street, the same as to the ZOO^ 

Nearest Ti*ain: Moonee Ponds. 




35 





























Hon. Secretary: P. Daniels, 332 High St., Prestoin 
Hon. Treasurer; eorge Malinov, 442 Plenty Rd., Preston. 
President; B. Christovsld, 442 Plenty Rd., Preston. 

Club Delegates (2); V. Spiro; G, Mclichev, 442 Plenty 
R,d IPreston 

Telephone Nos.: bay—JU 4377. Evening JU 3736, JU 
4377. 

No. of senior Teams; One. 

MOORABBIN CITY 

Colours; Shirts—Black and White squares. Shorts— 

Shorts—Black. Stockings—^Black and White rings. 
Situation of Ground: Patterson Road, Moorabhin, 20 0 
yards from Nepean Highway. oii. i.- 

Neai’est Train: Moorabbin Station. Bentleigh Station 

then:—> 

Nearest Bus: To Patterson Road. 

Hon, secretary; V. P. Carter, Lot 3 Kingston Road, 
Cheltenham. ^ 

lion. Treasurer; T. Wrigglesworth, 3 Murray Street, Ab¬ 
botsford. , ^ ^ , 

President: A. V. Barber, 337 North Rd., South Caulfield, 
('lub Delegates (2): V. F. Carter, A. V. Barber. 
Teleijhone Nos.: Day—(Sec) XF 4270. Evening—(Sec) 
XF 4270, LW 6742 (President). 

No. of Senior Teams: Two. 

NORTH RK HMOND 

Colours; Shirts^—^Black and Gold. Shorts 'White. Stock¬ 
ings—^Black and Gold. 

Situation of Ground; Burnley oval. 

Nearest Ti'am; Cr. Swanston St. and Batman Avenue, 

Melb. „ , 

Nearest Train: Spencer St. Station To Burnley Station. 
Hon. Secretary: John Palermo, 189 Bank St., Sth. Mel¬ 
bourne S.C.5. ^ 

Hon. Treasurer: S. Franco, 272 Victoria fot., Richmand. 
President: G. Galle, 78 Railway PL, Newmarket. 

Club Delegates (3): Dr. J. Cairns M.H.R., Town Hall, 
Bridge Rd., Richmond; G. di Salvo, 25 Masfield St., 
Thornbury. 


36 


Telephone No.s.: Day—MX 19 67. Evening—MX 1967. 

No. of Seniro Teams; One. 

OAICLEIGH 

Colours: Shirts— White, Red. Shorts—^White. Stockings 
—White, Red. 

Situation of Groimd: West End Lord Resrevc, Koornaiig 
Road, Carnegie. 

Nearest Tram: Carnegie from Swanston Street. 

Nearest Train: Carnegie Station. 

Nearest Bus; Carnegie Bus from City. 

Hon. Seci'otary: R. Scarlata, 14 Sydare Avenue, East 

Malvern. ^ ^ i ■ r, 

Hon. Treasurer: D. Palleschi, 20 Willesden Rd., Oakleigh. 
President; G. Pecora, 37 Ormond Road, Clayton. 

Club Delegates (2): F. Nanfra, A . Ranucci, 213 Poatb 

Road, Hughesdale. , r ^ r o i o 

Tcleplione Nos.: Day-'-56-5 818, Evening—5 6-5818. 

No. of Senior Teams: Two. 

rosebud 

Colours: Shirts—White with 6'’ vertical Blue stripe front 
and back. Shorts—Blue. Stockings—Blue and 

White. ^ ^ ^ -o ^ 

Situatton of Ground: Boneo Recreation Ground, Boneo 

Road, Rosebud. 

Nearest Train: Frankston. 

Nearest Bus: Rosebud. 

lion. Secretary; Mr. J. Norberhuis, Spray Street, Rose- 

IIon.^Treasurer: Mr. J. Norberhuis, SprayStreet, Rose¬ 
bud. 

president; Mr. A. Brant, Jetty Rd., Rosebud. 

Club Delegates (2); Mr. A. Brant, Mr. J. Norberhuis. 
Telephone Nos.; Day—R-bud 859 3 and 8811. Evening- 
Rosebud 8811. 

No. of Senior Teams; One. 
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PROVISIONAL LEAGUE 

AIEXANDKR 

Colours: Shirts—Black, Yellow Collar and cuffs. Shorts 
—Black. Stockings—Black, Yellow 
Situation of Ground: Yarra 

Nearest Ti’ain: To Clifton Hill, then Heidelberg ^ 

Nearest Bus: To Hospital Road. Hirst ground past Faii- 

Hon.^Secretary: M. Economedes, 5 63 Heidelberg Rd., 

Hon, Treasurer: T. Racovalis, 45 Arthur St., Fail field. 
President: G. Baniscas, 60 Union St., Northcote. 

Club Delegates (3): G. Millopoulds, 86 Islington St. Ab¬ 
botsford; B. Mangopoulos, 2 Keith St., Alphmgton. 
Telephone Nos.: Day—^JA 3235 (sec.). Evening JW 

6670 (sec.), JW 1894 (pres.) 

No. of Senior Teams: One. 

BENDIGO UNITED 

Colours: Shirts—Royal Blue. Shorts—Wliite. Stockings 
—^Blue and White. 

Situation of Ground: Bond St., Long Gully u*ear of Rose 

of Australia Hotel”). i i +v.ovY^•^ 

Nearest Tram; “Fountain”, Bendigo (Eaglehawk tram). 

The tram is the only way to get to the ground. Catch 
tram at the centre of Bendigo—at the ‘ Fountain . 

Hon. Secretary: F. 'W. Guy, 25 Day St., Bendigo. 

Hon. Treasurer: M. O. Teeder, 10 Bray St., Long Gully. 
President: A. E. Withers, 7 Eron St., Kangaroo ^lat. 

l)eie 2 -ate« (3): W. Clayton, 18 Fortestiue Av., Sea- 
forT ra MU 6146 (day): S. Zablocki, 46 Austins 
St., Seddon. 

Telephone Nos.; Day— Bendigo 30»-721 (Mi\ Guy). Even- 
ing—Bendigo 2150 (Treasurer, Mr. Teeder). 

No. of Senior Teams: One. 

DUTCH SOCCER CLUB D.S.G. 

Shorts—^White. Stockings— 


Colours: Shirts- -Orange 
Blue. 
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situation Of Ground: Melbourne Rd. corner Cox Rd., 
N orlane—eelong. 

Nearest Train: Geelong. 

Nearest Bus: Geelong—Melbourne Rd. Bus Service. 

Hon SecretaiY: Strumpel J., 11 Finch bt., Norlane. 

Hon. Treasurer: Gras. J. H., 160 Melbourne Rd., Norlaiie. 
PU’esidciit: Deurloo A. J., 25 Harper Rd^ 

Club Delegates (3): Spiker H., 4 Gull St., .soilane, 
Aert^i H 3 Mariio Grt., Norlane. 

Xeleptono Nesf: Day-X 2’031. Mr. V. Tol. EVemng- 
X 2831, Mr. V. Tol. 

No. of Senior Teams: Two. 

HOI 1 LA.NDIA 

Colours: Shirts — Red White Blue. Shorts— ‘White. 

Stockings—^Red White Blue. rv,,oi 

Situation of Ground: The New St. Albans Reserve Oval 
No. 2, Fox St. and Power St, 

Nearest Train: St. Albans Station. 

Hon. Secretary: W. Van Rooy, 41 Erica Ave., St Albans, 
lion. Treasurer: P. Vermolen, 71 Fox St., St. Albans, 
President: J. Vanderlinden, 3 9 Erica Ave., St. Aibans, 
Club Delegates (3): W. Van Rooy, 41 Erica Ave., gt- 
St. Albans; J. Van Der Linden, 39 Erica Ave., St. 

Telephone Nos.: Day—ML 9307. Evening ML 9 307. 

No. o Senior Teams: Two. 


^lELUTA 

Colours: Shirts—White shirts and Maltese Cross (Badge). 

Shorts—^White. Stockings—Red and White stripes. 
Situation of Ground: .T. T. Grey I^eserye Kororoit Greek 
Road approx, one mile from Nth. W town section on 

Altona Bus Route. i- 

Nearest Xi^ain: Williamstown to Nth. Williamstown. 
Nearest Bus: Altona Bus to Ground. 0 . 4 . 4 - 

Hon. Secretary: Stephen Gassar, 20 Hosking Street, 
V^Town, 

Hon. Treasurer; J. Mallia, 29 John Street, Williamstown. 
president: C. Gauci, 10 Junction Street, Newport. 

Club Delegates (3): J. Busenthil, 120 McPherson Street, 
F’seray; 'L. Vella, 42 Mitchell Street, Bentlcigh. 
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Telephone Nos.: Bay—^MLi 1184. Evening—XU 26 29. 

No. of Senior Teams: One. 

OLYMPIA (ST. ALBANS) 

Colours: Shirts—'V^Tiitc. Shorts—^Red. Stockings—^White 
and Red strips. 

Situation of Ground: Sassella Park, Station Road, Deer 
Park, between Deer Park and St. Albans. 

Nearest Train: Albion. 

Nearest Bus: Green Bus from Queen St., C.l. to Deer 
Park of Red Glengala Rd., Bus from Sunshine. 

Hon. Secretary: A. Kipka, 9 Kodre St., St. Albans. 

Hon. Treasurer: S. Aramczylc. 

President: Rev J. Krasocki. 

Club Delegates (2): Mr. Walachowski (Vice-President); 
Mr. Folcik (Vice-Treasurer). 

Telephone Nos,: Day—65-920)3. 

No. of Senior Teams: One. 

HINGWOOD UNITED 

i'olours: Shirts—^Blocked Black and White. Shorts— 
Black. Stockings—Black. 

Situation of Groimd: Greenwood Oval, Greenwood Ave¬ 
nue, Ringwood. 

Nearest Train: Ringwood, ground first behind oval, Box 
Hill. 

Hon. Secretary: Mr. J. Brocken, 1110 White Horse Rd., 

Hon. Treasurer: Mr. T. Bleeker, 54 Gampell St. 

President: Mr. J. van Hoboken, 22 Wonga Rd., Heath- 
mont, Ringwood. 

Telephone Nos.: Bay—^WU 6714. Evening—WX 4148, 
WU 8107. 

No. of Senior Teams: One. 

SPRINGY ALE LIONS 

t'olonrs: Shirts.—^White. Shorts- -White. Stockings— 

White. 

Situation of Ground: On Police Rd., Spi’ingvale Nth. 
off the Princess H-way. 

Nearest Train: Springvale Station. 

Hon. Secretary: Fr. Peter Zerafa, 3 5 St. John’s Ave., 
Springvale. 
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Hon, Treasurer: Joe Barbien, 14 Hooker Ave., Springvale. 
President: Joe Ellul, 17 Elm Grove, Springvale. 
riur Delegates (3): John Ellul, 52 St. James’ Ave., 
Sprinivale; Vincent Velio, 17 Elm Grove, Spring- 

TelepZno Nos.: Day—746-8410. Evening—746-8410. 

No. of Senior Teams: 

Colours: Shirts—Yellow-Blue. Shorts—^Blue. Stockings 

Sltuatlon*^^fGround: Cm. Lawrence and Suspension St. 

off Forrest St., Ardeer (West Sunshine). 

Nearest Train: Hamshire Rd., Sunshine (1 

Nearest Bus: Forrest St. (60 yds.) or Ballarat Rd. (i 

Hon Secretary: A. Listopad, 15 Rockbanck Rd., Ai^eer. 
Hon'. Treasurer: Mr. Hondaruk, Chelsea St., Deer Park. 
President: T. Krywula, 126 Suspension St., Ardeer. 

Club Delegates (3): Mr. Jarka, 113 McLaughlin St, Ai- 
deer; Mr. Kozadlc, 72 Suspension St, Ardeei. 
Telephone Nos.: Evening—66-8104. 

No. of Senior Teams: One and reserw^ 

WATERSIDE WORKERS PEDERATIO^ 

Colours: Shirts—Rer and Blue Stripes vertical. Shorts 
—^white. Stockings—Red and Blue hoops. 

Situation of Groimd: Middle P'ark sharing with the Park 
Rangera Soccer Club. 

Nearest Traui: St. Kilda Sth. Melb. 

Honorary Secretary: H. Nelson W.W.F., 480 Flinders 

Honoravy^^Treasurer: H. Nelson W.W.F., 480 Flinders 

Presldent^Fl’Vlncent W.W.F., 480 Flinders St, Melb. 
Club Delegates (3): Frank Mallia, 480 PUnfers St., 
Melb.; George Lang, 480 Flinders ^ 

Telephone Nos.: Day—61-3114. Evening—XL 2569. 

No. of senior Teams: One. 
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VICTORIAN SOCCER REFEREES’ ASSOCIATION 


n 


President: 

J. HADFIELrD, 53 O’Shannassy Street. Niinawading. 

WU 1324 evening. 

Secretary: 

W. CURRAN, 50 Creswick St., Footscray. MW 1484. 

Treasurer: 

W. BATES 

Executive: 

.Messrs. BARTOEO, HECHT, LAMB, PEiDLER. 

Persons wishing to join the Association should apply in 
writing to the Hon. Secretary, 

Referees must receive their fees prior to the commence¬ 
ment of matches from the HOME CLUB, and in the event 
of the match not being played must receive the normal fee. 

The referee is also entitled to his fee if he attends at 
the fixtiired ground when the game is played elsewhere or 
when the time of start is altered, notification not being given 
to the Referees’ Association, or being given too late to 
contact the referee. 

Expenses are charged b.y the Referees’ Association to 
cover travelling expenses to country districts and certain 
outlying suburbs. 
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FIXTURES - SEASON 1959 


STATE liEAGUE & STATE 
Res. 


IjEAGUE RESERVES 

Res. 


ApHl 2— 

Hakoah . . . ( ) ( 

Footscray . . ( ) ( 

Pre$ton . . . ( ) ( 

Melbourne . . ( ) ( 

Juventus . . ( ) ( 

George Cross ( ) ( 


) V J.U.iS,T.( 

) V SI avia.( 

) V Wilhelmina . . ( 

) V Polonia . . . . ( 

) V Box Hill . . . ( 

) V Moreland . . . ( 


)( 

)( 

)( 

)( 

)( 

)( 


) 

) 

) 

) 

) 

) 


April 9— 
Slavia . . • 
J.U.S.T. . . 
Wilhelmina 
Polonia . . 
Box Hill . . 
Moreland . 


( ) ( ) V Hakoah , . . 

( ) ( ) V George Cross 

( ) ( ) V Footscray . . 

( ) ( ) V Preston . . • 

( ) ( ) V Melbourne . 

( )( ) V Juventus . . 


( 

( 

( 

( 

( 

( 


)( ) 
)( ) 
)( ) 


April 16—• 


Hakoah . . • 

( 

)( 

J.U.S.T. . . . 

( 

)( 

Footscray . . 

( 

)( 

Preston • • • 

( 

) ( 

Melbourne . . 

( 

)( 

George Cross 

April 18— 

( 

)( 

Polonia . . . 

( 

) ( 

Wilhelmina . 

( 

)( 

Slavia .... 

( 

)( 

Box Hill . . . 

( 

)( 

Moreland . . 

( 

)( 

Juventus . . 

( 

)( 


) V Wilhelmina . . ( ) ( ) 

) V Slavia.( ) ( ) 

) V Polonia . . . . ( ) ( ) 

) V Box Hill . . . ( ) ( ) 

) V Mo-reland . . . ( ) ( ) 

) V Juventus . . . ( ) ( ) 

) V Hakoah . . . . ( ) ( ) 

) V J.U.1S.T.( ) ( ) 

) V George Cross . ( ) ( ) 

) V Footscray . . . ( ) ( ) 

) V Preston . . . . ( ) ( ) 

) V Melbourne . . ( ) ( ) 


AprU 23— 


)( 

Hakoah . . . 

( 

J.U.S.T. . . . 

( 

)( 

Slavia .... 

( 

)( 

Preston . • • 

( 

)( 

Footscray . . 

( 

)( 

George Cross 

( 

)( 


v Box Hill . . 

. ( 

)( 

V Polonia . , . 

. ( 

)( 

V Wilhelmina . 

. ( 

) ( 

V Juventus . . 

. ( 

) ( 

V Moreland . . 

. ( 

)( 

V Melbourne . 

. ( 

) ( 
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April 30— 

Res. 



R^. 

Moreland . . 

( ) ( 

) V Hakoah . . . 


( 

)( 

) 

Bo- Hill . . . 

( )( 

) V J.U.S.T. . . . 


( 

>( / 

) 

Polonia . . . 

( )( 

) V Slavia .... 


( 

)(, 

) 

Wilhelmina 

( )( 

) V George Cross 


( 


) 

Juventus . . 

( )( 

) V Footscray . . 


( 

)( 

) 

Melbourne . . 

]\ f ay 7— 

( )( 

) V Preston . . . 


( 

)( 

) 

Hakoah . . . 

( )( 

) V Juventus . . 


( 


) 

J.U.S.T. . . . 

( )( 

) V Moreland . . 


( 

)< 

) 

Slavia .... 

( )( 

) V Box Hill . . 


( 

)( 

) 

Wilhelmina 

( ) ( 

) V Polonia . . . 


( 

)( 

) 

Footscray . . 

( )( 

) V Melbourne . 


( 

)( 

) 

George Cross 
May 14— 

( )( 

) V Preston . . . 


( 

)( 

) 

Melbourne . . 

( ) ( 

) V Hakoah . . . 


( 

)( 

) 

Juventus . . 

( )( 

) V J.U.S.T. . . . 


( 

)( 

) 

M'oreland . . 

( )( 

) V Slavia .... 


( 

)( 

) 

Box Hill . . . 

( )( 

) V WTlhelmina . 


( 

)( 

) 

Polonia . . . 

( ) ( 

) V George Cross 


( 

)( 

) 

Preston . . . 
May 21— 

( )( 

) V Footscray . . 


( 

)( 

) 

Hakoah . . . 

( )( 

) V Preston . . . 


( 

)( 

) 

J.U.S.T. . . . 

( )( 

) V Melbourne . 


( 

)( 

) 

Slavia .... 

( )( 

) V Juventus . . 


( 

)( 

) 

Wilhelmina . 

( )( 

) V Moreland . . 


( 

)( 

) 

Polonia . . . 

( )( 

) V Box Hill . . 


( 

)( 

) 

George Cross 
May 28— 

( )( 

) V Footscray . . 


( 

)( 

) 

Footscray . . 

( )( 

) V Hakoah . . . 


( 

)( 

) 

Preston . . . 

( )( 

) V J.U.S.T. . . . 


( 

) ( 

) 

Melbourne . . 

( )( 

) V Slavia .... 


( 

)( 

) 

Juventus . . 

( )( 

) v Wilhelmina . 


( 

)( 

) 

Moreland . . 

( )( 

) V Polonia . . . 


( 

)( 

) 

Box Hill . . . 
June 4— 

( )( 

) V George Cross 


( 

)( 

) 

Hakoah . . . 

( )( 

) V George Cross 


( 

)( 

) 

J.U.S.T. . . . 

( )( 

) V Footscray . . 


( 

)( 

) 

Slavia .... 

( )( 

) V Preston . . . 


( 

) ( 

) 

Wilhelmina 

( )( 

) V Melbourne . 


( 

) ( 

) 

Polonia . . . 

( ) ( 

) V Juventus . . 


( 

) ( 

) 

Box Hill . . . 

( )( 

) V Moreland . . 
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( 

){ 

) 


Res. 


Res. 


iline 18— 


J.tJ.S.T. . . . 

( )( 

Silvia .... 

( )( 

Wiljielmina . 

( )( 

Polynia . . . 

( )( 

BoxlHill . . . 

( ) ( 

Moifeland . . 

( )( 

Jun0 25—■ 


Hake ah . . . 

( )( 

Geoiige Cross 

( )( 

Footscray . . 

( ) ( 

Preston . . • 

( )( 

Melbourne . . 

( )( 

Juventus . . 

( )( 

July 2— 


Wilhelmina . 

( )( 

Slavia .... 

( )( 

Polonia . • . 

( )( 

Box Hill . . . 

( )( 

Moreland . . 

( )( 

Juventus . . 

( )( 

July 9— 


Hakoah . . . 

( )( 

J.U.S.T. . . . 

( )( 

George Cross 

( )( 

Footscray . . 

( ) ( 

Preston . . . 

( )( 

Melbourne . . 

( )( 

July 16— 


Box Hill . . . 

( )( 

Polonia . . . 

( )( 

Wilhelmina . 

( )( 

Juventus . . 

( )( 

Mjoreland . . 

( )( 

Melbourne . . 

( )( 


) V Hakoah . . . 
) V Footscray . . 
) V Preston . • . 
) V Melbourne . 

) V Juventus • • 
) V George Cross 


( 

( 

( 

( 

( 

( 


)( 

)( 

)( 

)( 

)( 

)( 


) 

) 

) 

) 

) 

) 


) V SI avia.( 

) V J.U.S.T.( 

) V Wilhelmina . . ( 

) V Polonia . . . . ( 

) V Box Hill . . . ( 

) V Moreland . . . ( 


)( 

)( 

)( 

)( 

)( 

)( 


) 

) 

) 

) 

) 

) 


) V Hakoah . . . 
) V J.UjS.T. . . . 
) V Footscray . . 
) V Preston . . . 
) V Melbourne . 

) V George Cross 


( 

( 

( 

( 

( 

( 


)( 

)( 

)( 

)( 

)( 

)( 


) 

) 

) 

) 

) 

) 


) 

V Polonia . . 

. . ( 

)( 

) 

V Wilhelmina 

. . ( 

)( 

) 

V Slavia . . . 

. . ( 

)( 

) 

V Box Hill . 

. . ( 

)( 

) 

V Moreland . 

. . ( 

)( 

) 

V Juventus . 

. . ( 

) ( 


) 

V Hakoah .... 

( 

)( 

) 

V J.U.:S.T. 

( 

) ( 

) 

V Slavia. 

( 

)( 

) 

V Preston .... 

( 

) ( 

) 

v Footscray . . . 

( 

)( 

) 

V George Cross . 

( 

) ( 
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/ 


Res. 


July 23— 

Hakoah . . . ( ) ( 

J.U.S.T. . . . ( ) ( 

Slavia . . . . ( ) ( 

George Cross ( ) ( 

Footscray . . ( ) ( 

Preston . . . ( ) ( 

July 30— 

Juventus . . ( ) ( 

Mjoreland . . ( ) ( 

Box Hill . . . ( ) ( 

Polonia . . . ( ) ( 

Melbourne . ( ) ( 

Preston . . . ( ) ( 

August 6— 

Hakoah . . . ( ) ( 

J.U.S.T. . . . ( ) ( 

Slavia . . . . ( ) ( 

Wilhelmina . ( ) ( 

George Cross ( ) ( 

Footscray . . ( ) ( 

August 13— 

Preston . . . ( ) ( 

Melbourne . . ( ) ( 

Juventus . . ( ) ( 

Moreland . . ( ) ( 

Box Hill . . . ( ) ( 

Footscray . . ( ) ( 

August 20— 

Hakoah . . . ( ) ( 

J.U.S.T. . . . ( ) ( 

Slavia . . . . ( ) ( 

Wilhelmina . ( . ) ( 

Polonia . . . ( ) ( 

George Cross ( ) ( 


) 

V Moreland . . 

. ( 

) 

V Box Hill . . 

. ( 

) 

V Polonia . . . 

. ( 

) 

V Wilhelmina . 

. ( 

) 

V Juventus • • 

. ( 

) 

V Melbourne . 

. ( 


) 

V Hakoah . . . 


( 

) 

V J.UjS.T. . . . 


( 

) 

V Slavia .... 


( 

) 

V Wilhelmina . 


( 

) 

v Footscray . . 


( 

) 

V George Cross 


( 

) 

V Melbourne . 


( 

) 

V Juventus . . 


( 

) 

V Moreland . . 


( 

) 

V Box Hill . . 


( 

) 

V Polonia . . . 


( 

) 

V Preston . . . 


( 

) 

V Hakoah . . . 


( 

) 

V J.U.S.T. . . . 


( 

) 

V Slavia .... 


( 

) 

V Wilhelmina . 


( 

) 

V Polonia . . . 


( 

) 

V George Cross 


( 


) 

V Footscray . 

. . ( 

) 

v Preston . . 

. . ( 

) 

v Melbourne . 

. ( 

) 

V Juventus . 

. . ( 

) 

v Moreland . 

. . ( 

) 

V Box Hill . 

. . ( 


R^. 


) 

) 

) 

) 

) 

) 


)( 

)( 

)( 

)( 

)C 


) 

) 

) 

) 

) 

) 


)( ) 
)( ) 
)C ) 


)( 

)( 

)( 

)( 

)( 

)( 


) 

) 

) 

) 

) 

) 


)( 

)( 

)( 

)( 

)( 


) 
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August 27— 


Res. 


GeoWe Cross ( ) ( 

Fooiscray . . ( ) ( 

Preston . . . ( ) ( 

Melbourne . . ( ) ( 

Juvebtus . . ( ) ( 

Mioreland . . ( ) ( 

HOOlpBRTY CUT — 


) V Hakoah . . 
) v J.U..S.T. . . 
) V Slavia . . . 
) V Wilhelmina 
) V Polonia . . 
) V Box Hill . 


Round 5—September 3 
Round 6—September 10 
Semi Pinal—September 17 
Semi (Final—September 24 
Final—October 1 



‘SOCCER NEWS’ 

C- 

OH SALE AT ALL SOCCER GROUNDS 
THROUGHOUT VICTORIA 
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METROPOLITAN - FIRST DIVISION NORTH 

April 2— / 

Croatia.( ) v Sth. Melb.-Hellas ( /) 

University . . . ( ) v Coburg.( / ) 

Sicilia.( ) v Corio.( ) ) 

Maccabi . . . . ( ) v Moonee Ponds . . ( / ) 

Sunshine City . ( ) v Piorentina . . . . ( / ) 

April 9 — 

Moonee Ponds . ( ) v Sunshine City . . ( i ) 

Corio.( ) V Maccabi I ) 

Coburg.( ) V Sicilia.( ' ) 

Sth, Melb.nHelias ( ) v University . . . . ( ) 

Piorentina . . . ( ) v Croatia.( ) 

April 16— 

Croatia.( ) v University . . . . ( ) 

Sicilia.( ) v Sth. Melb.-Hellas ( ) 

Maccabi . . . . ( ) v Coburg.( ) 

Sunshine City . ( ) v Corio.( ) 

Moonee Ponds . ( ) v Piorentina . . . . ( ) 

April 18— 

Coburg.( ) V Sunshine City . . ( ) 

Sth. Melb.-'Hellas ( ) v Maccabi.( ) 

Croatia.( ) v Sicilia.( ) 

Corio.( ) V Moonee Ponds . . ( ) 

University . . . ( ) v Piorentina . . . . ( ) 

April 23— 

Sicilia.( ) v University . . . . ( ) 

Maccabi . . . . ( ) v Croatia.( ) 

Sunshine City . ( ) v Sth. Melb.-Hellas ( ) 

Moonee Ponds . ( ) v Coburg.( ) 

Piorentina . . . ( ) v Corio.( ) 

April 30— 

Croatia.( ) v Sunshine City . . ( ) 

University . . . ( ) v Maccabi.( ) 

Coburg.( ) V Corio.( ) 

Sth. Melb.-Hellas ( ) v Moonee Ponds . . ( ) 

Sicilia.( ) v Piorentina . . . . ( ) 
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May 7— 

Maccabi . . . . ( ) v Sicilia.( ) 

Sunshine City . ( ) v University . . . . ( ) 

Moonee Ponds . ( ) v Croatia.( ) 

Corio.( ) V Sth. Melb.-Hellas ( ) 

Piorentina . . . ( ) v Coburg.( ) 

May 14— 

Sicilia.( ) v Sunshine City . . ( ) 

Sth. Melb.-Hellas ( ) v Coburg.( ) 

Croatia.( ) v Corio.( ) 

University . . . ( ) v Moonee Ponds . . ( ) 

Maccabi . . . . ( ) v Piorentina . . . . ( ) 

May 21— 

Sunshine City . ( ) v Maccabi.( ) 

Moonee Ponds . ( ) v Sicilia.( ) 

Corio.( ) V University . . . . ( ) 

Coburg.( ) V 'Croatia.( ) 

Piorentina . , . ( ) v Sth. Melb.-Hellas ( ) 

June 4— 

Sth. Melb.-Hellas ( ) v Croatia.( ) 

Coburg.( ) V University . . . . ( ) 

Corio.( ) V Sicilia.( ) 

Moonee Ponds . ( ) v Maccabi .....( ) 

Piorentina . . . ( ) v Sunshine City . . ( ) 

Juno 25— 

Sunshine City . ( ) v Moonee Ponds . . ( ) 

Maccabi . . . . ( ) v Corio.( ) 

Sicilia.( ) v Coburg.( ) 

University . . . ( ) v Sth. Melb.-Hellas ( ) 

Croatia.( ) v Piorentina . . . . ( ) 

July 2— 

University . . . ( ) v Croatia.( ) 

Sth. Melb.-Hellas ( ) v Sicilia.( ) 

Coburg.( ) V Maccabi.( ) 

Corio.( ) V Sunshine City . . ( ) 

Piorentina . . . ( ) v Moonee Ponds . * ( ) 
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Sicilia.( ) ^ Cvoa-tia. .( > 

Moonee Ponds . ( ) ’-t ‘ ‘ ' f 1 

Fiorentina . . . ( ) v University . . . . ( ) 

July 23— / \ 

University . . . ( ) ( ) 

Proalip . . . ( ) ■v MaccaUi.( > 

Sth Mel'b.-Hellas ( ) v Sunshine Ci^ ' ' ^ \ 

Pobura . . . . ( ) V Moonee Ponds . . ( ) 

Borto® ) v Piarentma-( ) 

August 6— „ / ■> 

Sunshine City . ( ) v ; • • • • 1 ^ 

Maccabi . . . . ( V University .... 

Pnrir> . . . . ( ) ^ Coburg.( > 

Moonee Ponds . ( ) ^ r 1 

Fiorentina . . . ( ) ^ Siciiia.i 

August 13— , V.. / 1 

Siciiia.( ) V Maccabi ... . . 

University . . . ( v Sunshine City . . ) 

Croatia.( ) v Moonee Ponds . • ( ) 

Sth. Meib.-IIeiias ( ) v Corio ..t > 

Coburg.( ) V Fiorentina . . . . ( ) 

August 20— , ^ 

sr. ;! r F 

norio ..( ^ ^ Croatia.( ) 

Moonee Ponds . ( ) v University . . . . ( ) 

Fiorentina . . . ( ) v Maccabi.( ) 

Maccabi . . . . ( ) v Sunshine City . . ( ) 

Sicilia.( ) ^ Moonee Ponds . . ( ) 

University . . . ( ) ^ Corio.( ) 

Croatia.( ) Coburg.C 

Sth Melb.-'Hellas ( ) v Fiorentina . . . . t ) 

DOCKERTY CUP— 

Round 1 —May 38 
Round 2—June 18 
Round 3—July 9 
Round 4—July 39 
Round 5—Sept. 3 
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METROPOLITAN - FIRST DIVISION SOUTH 

April 3— 

Brighton . . . . ( ) v Park Rangers . . ( ) 

Austria.( ) v Dandenong . . . ( ) 

South Yarra . . ( ) v Prahran.( ) 

Yallourn . . . . ( ) v Sandringham . . ( ) 

Richmond . . . ( ) v Geelong . . . . ( ) 

April 9— 

Sandringham . . ( ) v Richmond . . . . ( ) 

Prahran . . . . ( ) v Yallourn.( ) 

Dandenong . . . ( ) v :South Yarra . . . ( ) 

Park Rangers . ( ) v Austria.( ) 

Geelong . . . . ( ) v Brighton . . . . ( ) 

Ai>ril 16— 

Brighton . . . . ( ) v Austria.( ) 

South Yarra . . ( ) v Park Rangers . . ( ) 

Yallourn . . . . ( ) v Dandenong . . . ( ) 

Richmond . . . ( ) v Prahran.( ) 

Sandringham . . ( ) v Geelong . . . . ( ) 

Apiil 18— 

Dandenong . . . ( ) v Richmond . . . . ( ) 

Park Rangers . ( ) v Yallourn.( ) 

Brighton . . . . ( ) v South Yarra . . . ( ) 

Prahran . . . . ( ) v Sandringham . . ( ) 

Austria.( ) v Geelong . . . . ( ) 

April 33— 

South Yarra . . ( ) v Austria.( ) 

Yallourn . . . . ( ) v Brighton . . . . ( ) 

Richmond . . . ( ) v Park Rangers . . ( ) 

Sandringham . . ( ) v Dandenong . . . ( ) 

Geelong . . . . ( ) v Prahran.( ) 

April 30— 

Brighton . . . . ( ) v Richmond . . . . ( ) 

Austria.( ) v Yallourn.( ) 

Dandenong . . . ( ) v Prahran.( ) 

Park Rangers . ( ) v Sandringham . . ( ) 

South Yarra . . ( ) v Geelong . . . . ( ) 
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May 7— 

Yallourn . . . . ( 
Richmond . . . ( 
Sandringham . . ( 
Prahran . . . . ( 
Geelong . . . . ( 
]May 14— 


South Yarra . . ( 
Park Rangers . ( 
Brighton . . . . ( 

Austria.( 

Yallourn . . . . ( 
May 21 — 
Richmond . . . ( 
Sandringham . . ( 
Prahran . . . . ( 
Dandenong . . . ( 
Geelong . . . . ( 
June 4— 

Park Rangers . ( 
Dandenong . . . ( 
Prahran . . . . ( 


Sandringham . . ( 
Geelong . . . . ( 
June 25— 
Richmond . . . ( 


Yallourn . . . . ( 

South Yarra . . ( 

Austria.( 

Brighton . . . . ( 

July 2— 

Austria.( 


Park Rangers . ( 
Dandenong . . . ( 
Prahran . . . . ( , 

Geelong . . . . ( ^ 

July 16— 

Richmond . . . ( 

Yallourn . . . . ( 

South Yarra . . ( 

Sandringham , . ( 7 

Geelong , . . . ( 


) V South Yarra . . 

) V Austria .... 

) V Brighton . . . 

) V Park Rangers . 

) V Dandenong . . 

) V Richmond . . . 

) V Dandenong . . 

) V Prahran .... 

) V Sandringham . 

) V Geelong . . . 

) V Yallourn .... 

) V South Yarra . . 

) V Austria .... 

) V Brighton . . . 

) V Park Rangers . 

) V Brighton .... 
) V Austria .... 

) V South Yarra . . 
) V Yallourn .... 
) V Richmond . . . 

J ) V Sandringham . 

) V Prahran .... 
) V Dandenong . . 

) V Park Rangers . 
) V Geelong . . , 

) V Brighton .... 
) V South Yarra . . 
) V Yallourn .... 
) V Richmond . . . 
) V Sandringham . 

) V Dandenong . . 
) V Park Rangers . 
) V Brighton . . . 

) V Prahran .... 
) V Austria .... 


( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ■ O ) 
( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( o ) 

( ) 

( ) 

( ) 

( S, ) 
( ) 
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July 23— 

Austria.( ) v South Yarra . . . ( ) 

Brighton . . . . ( ) v Yallourn.( ) 

Park Rangers . ( ) v Richmond . . . . ( ) 

Dandenong . . . ( / ) v Sandringham . . ( / ) 

Prahran . . . . ( ) v Geelong . . . . ( ) 

August 6— 

Richmond . . . ( ) v Brighton.( ) 

Yallourn . . . . ( ) v Austria.( ’ ) 

Prahran . . . . ( ) v Dandenong . . . ( ) 

Sandringham . . ( ^ ) v Park Rangers . . ( i ) 

Geelong . . . . ( ) v Sth. Yarra . . . . ( ) 

August 13— 

South Yarra . . ( ) v Yallourn.( ) 

Austria.( ) v Richmond . . . . ( ) 

Brighton . . . . ( ) v Sandringham . . ( ) 

Park Rangers . ( ) v Prahran •.....( ) 

Dandenong . . , ( ) v Geelong . . . . ( ) 

August 20— 

Richmond . . . ( ) v South Yarra . . . ( ) 

Dandenong . . . ( ) v Park Rangers i . ( ) 

Prahran . . . . ( ) v Brighton.( ) 

Sandringham . . ( ) v Austria.( ) 

Geelong . . . . ( ) v Yallourn.( ) 

August 27— 

Yallourn . . . . ( ) v Richmond . . . . ( ) 

South Yarra . . ( ) v Sandringham . . ( ) 

Austria.( ) v Pra;hran.( ) 

Brighton . . . . ( ) v Dandenong . . . ( ) 

Park Rangers . ( ) v Geelong . . , . ( ) 

DOUllBKTY CUPu- 

Round 1—^May 28 
Round 2—June 18 
Round 3^—July 9 
Round 4—July 30 
Round 6—Sept. 8 
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METROPOLITAN 

FIRST DIVISION NORTH RESERVES 

April '2 — . . 

Sth. Melb.-Hellas ( ) v Croatia.( > 

Coburg.( ) V University • . • • ( 

Corio.( ^ r i 

Moonee Ponds . ( ) v Maccabi ... . . ( i 

Fiorentina , . . ( ) ^ Sunshine City . . ( ) 

April 9—• ^ 

Sunshine City . ( ) v Moonee Ponds . . ( 

Maccabi . . . . ( ) ^ .J I 

Sicilia.( ) V Coburg.C ) 

University . . . ( ) v Sth. Melb.-Hellas ( ) 

Croatia . . . . ( ) v Fiorentina . . . . ( ) 

April 16— . 

University . . . ( ) v Croatia.C ) 

Sth. Melb.-Hellas ( ) v Sicilia.i ) 

Coburg.( ) V Maccabi • : • • • \ 

{^orio .( ) V Sunshine City . . ( ) 

Fiorentina *. . . ( ) v Moonee Ponds . . ( ) 

April 18— . . 

Sunshine City . ( ) v Coburg . • • • • ) ( 

Maccabi . . . . ( ) ^ Sth. Melb.-Hellas ( ) 

Sicilia.( ) Croatia.( ) 

Moonee Ponds . ( ) v Corio ..t / 

Fiorentina . . . ( ) v University . . . . ( ) 

AprU 23— _ . 

University . . . ( ) v Sicilia.C ) 

Croatia . . . . ( ) v Maccabi •••••( 

Sth. Melb.-Hellas ( ) v Sunshine City . . ( ) 

Coburg.( ) V Moonee Ponds . . ( ) 

Corio ) V Fiorentina . . . . ( ) 

April 80-— 

Sunshine City . ( ) v Croatia.( ) 

Maccabi . . . . ( ) v University . . . . ( ) 

Corio.( ) V Coburg ■••••( { 

Moonee Ponds . ( ) v .Sth. Melb.-Hellas ( ) 

Fiorentina . . . ( ) v Sicilia.( ) 
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May 7— 

Sicilia.( ) v Maccabi.( 

University . . . ( ) v Sunshine City . . ( 

Croatia . . - . ( ) v Moonee Ponds . . ( 

Sth. Melb.-Hellas ( ) v Corio.( 

Coburg.( ) V Fiorentina , . . . ( 

May 14—' 

Sunshine City . ( ) v Sicilia.( 

Coburg.( ) V Sth. Melb.-Hellas ( 

Corio.( ) V Croatia.( 

Moonee Ponds . ( ) v University . . . . ( 

Fiorentina . . . ( ) v Maccabi.( 

May 21— 

Maccabi . . . . ( ) v Sunshine City . . ( 

Sicilia.( ) v Moonee Ponds . . ( 

University . . . ( ) v Corio.( 

Croatia . . . . ( ) v Coburg.( 

Sth. Melb.-Hellas ( ) v Fiorentina . . . . ( 

Jmie 4— 

Croatia . . . . ( ) v Sth. Melb.-Hellas ( 

University . . . ( ) v Coburg.( 

Sicilia.( ) v Corio.( 

Maccabi . . . . ( ) v Moonee Ponds . . ( 

Sunshine City . ( ) v Fiorentina . . . . ( 

Juno 25—* 

Moonee Ponds . ( ) v Sunshine City , . ( 

Corio.( ) V Maccabi.( 

Coburg . . . . ( ) y Sicilia.( 

Sth. Melb.-Hellas ( ) v University . . . . ( 

Fiorentina . . . ( ) v Croatia.( 

July 2— 

Croatia . . . . ( ) v University . . . . ( 

Sicilia.( ) v Sth. Melb.-Hellas ( 

Maccabi . . . . ( ) v Coburg.( 

Sunshine City . ( ) v Corio.( 

Moonee Ponds . ( ) v Fiorentina . . » ♦ ( 
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July 16—■ 

Coburg « • • • f 
Sth. Melb.-Hellas ( 
Croatia • • * ’ ^ 

Corio.t 

University . . • C 


July 23— 

Sicilia.^ 

Maccabi • ; ' ' ) 
Sunshine City . ( 
Moonee Ponds . ( 
Fiorentina . . • ( 

August 6—• 

Croatia . . . • ( 

University • • • ) 
Coburg • • • • ) 

Sth. Melb.-Hellas ( 
Sicilia.t 

August 13— 
Maccabi . . . • ( 
Sunshine City . ( 
Moonee Ponds . ( 
Corio . . • • • t 
Fiorentina . • • t 

August 20— 

Sicilia.^ 

Sth. Melb.-Hellas ( 
Croatia • • • ’ } 

University . . • ( 
Maccabi . . . • ( 


August 27— 
Sunshine City . 
Moonee Ponds . 

Corio. 

Coburg . . . • 

Fiorentina • • * 


( 

( 

( 

( 

( 


) V Sunshine City . . ( 

) V Maccabi.t 

) V Sicilia ‘ • ; * * } 

) V Moonee Ponds . * t 

) V Fiorentina . . . • t 


) V University . . . • 

) V Croatia. 

) V Sth. Melb.-Hellas 
) V Coburg. 


) V Sunshine City . . ( 

) V Maccabi.t 

) V Corio 

) V Moonee Ponds • • t 

) V Fiorentina . . . • t 


) V Sicilia. ) 

) V University . . . . t 

) V .. ) 

) V Sth. Melb.-Hellas ( 

) V Coburg.i 


) V Sunshine City 
) V Coburg . . • 

) V Corio . . . • 

) V Moonee Ponds 
) V Fiorentina . . 


) V Maccabi. 

) V Sicilia. 

) V University . . . • 

) V Croatia. 

) V Sth. Melb.-Hellas 
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METROPOLITAN 

first division south reserves 


April 3— 

Park Rangers . ( 
Dandenong . . . ( 

Prahran . . . • ( 

Sandringham . . ( > 

Bye 

April 9— 

Richmond . . . ( ^ 

Yallourn . . . • ( 


South Yarra . . ( 

Austria.t 

Brighton 
April 16— 

Austria. ( 

Park Rangers . ( 
Uandenong . . . ( 
Prahran . . . • ( 
Bye 

Apill 18— 
Richmond 
Yallourn . . • • ( 
South Yarra . . ( 
Sandringham . . ( 

Bye 

April 23— 

Austria.( 


Brighton . . . « ( 
Park Rangers . ( 
Uandenong . . . ( 
Prahran 
April 30— 
Richmond . . . ( 

Yallourn . . . • ( 
Prahran . . . • ( 
Sandringham . . ( 

Bye 


) V Brighton 

) V Austria.) 

) V South Yarra • • • i 

) V Yallourn.( 

Richmond 


) V Sandringham . . ( 

) V Prahran.i 

) V Uandenong . . . C 

) V Park Rangers . . ( 
Bye 

) V Brighton . . . . ( 

) V South Yarra • • • ) 

) V Yallourn.( 

) V Richmond . . . . ( 

Sandringham 

Uandenong . . . ( 

) V Park Rangers . . ( 

) V Brighton . . . . ( 

) V Prahran.i 

Austria 

) V South Yarra • • • ^ 

) V Yallourn.( 

) V Richmond . . . . C 
) V Sandringham . . ( 

Bye 

) V Brighton . . . • ( 

) V Austria.( 

) V Uandenong . . • ( 

) V Park Rangers . • ( 

South Yarra 


) 

) 


O ) 
) 
) 
) 


) 

) 


) 

) 

) 

) 


) 

) 

) 

) 


) 

) 

) 

) 
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May 7— 

South Yarra . . 

( 

Austria. 

( 

Brighton . . . . 

. ( 

Park Rangers , 
Dandenong 

, ( 

May 14— 

Richmond . . 

. ( 

Dandenong . . 

. ( 

Prahran . . . 

. ( 

Sandringham . 
Bye 

May 21— 
Yallourn 

. ( 

South Yarra . 

. ( 

Austria .... 

. ( 

Brighton . . . 
Park Rangers 

. ( 

June 4— 

Brighton . . . 

. ( 

Austria .... 


South Yarra . 

. ( 

Yallourn . . . 
Richmond 

. ( 

June 25— 

Sandringham . 

. ( 

Prahran . . . 

. ( 

Dandenong . . 

. ( 

Park Rangers 
Bye 

. ( 

July 2— 

Brighton . . . 

. ( 

South Yarra . 

. ( 

Yallourn . . . 

. ( 

Richmond . . 
Sandringham 

. ( 


) V Yallourn.( 

) V Richmond . . . . ( 

) V Sandringham . . ( 

) V Prahran.( 

Bye 


) V South Yarra . . . ( 
) V Park Rangers . . ( 


) V Brighton.( 

) V Austria.( 

Yallourn 


Richmond . . . . ( 
) V Sandringham . . ( 

) V Prahran.( 

) V Dandenong . . . ( 
Bye 


) V Park Rangers . . ( 

) V Dandenong . . . ( 

) V Prahran.( 

} V Sandringham . . ( 

Bye 

) V Richmond . . . . ( 

) V Yallourn.( 

) V South Yarra . . . ( 

) V Austria.( 

Brighton 

) V Austria.( 

) V Park Rangers . . ( 
) V Dandenong . . . ( 

) T Prahran.( 

Bye 


) 

) 

) 

) 


) 

) 

) 

) 


) 

) 

) 

) 


) 

) 

) 

) 


) 

) 

) 

) 


) 

) 

) 

) 
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July Id— 

Park Rangers . ( 
Dandenong . . . ( 
Brighton . . . . ( 
Prahran . . . . ( 
Austria 

July 23— 

South Yarra . . ( 
Yallourn . . . . ( 
Richmond . . . ( 
Sandringham . ( 
Bye 

August 6— 
Brighton . . . . ( 

Austria.( 

Dandenong . . . ( 
Park Rangers . ( 
South Yarra 

August 13— 

Yallourn . . . . ( 
Richmond . , . ( 
Sandringham . ( 
Prahran . . . . ( 
Bye 

August 20— 


South Yarra . . ( 
Park Rangers . ( 
Brighton . . . . ( 

Austria.( 

Yallourn 

August 27— 

Richmond . . . ( 
Sandringham . ( 
Prahran . . . . ( 
Dandenong . . . ( 
Bye 


) V Richmond . . . . ( 

) V Yallourn.( 

) V South Yarra . . . ( 
) V Sandringham . . ( 

Bye 


) V Austria.( 

) V Brighton . . . . ( 

) V Park Rangers . . ( 
) V Dandenong . . . ( 
Prahran 


) V Richmond . . . . ( 

) V Yallourn.( 

) V Prahran.( 

) V Sandringham . . ( 

Bye 


) V South Yarra . . . ( 

) V Austria.( 

) V Brighton . . . . ( 
) V Park Rangers . . ( 
Dandenong 


) V Richmond . . . ( 

) V Dandenong . . . ( 

) V Prahran . . . . ( 

) V Sandringham . . ( 

Bye 

) V Yallourn . . . . ( 

) V South Yarra . . ( 

) V Austria.( 

) V Brighton . . . . ( 


Park Rangers 
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METROPOLITAN 

SECOND DIVISION NORTH 


April 2— 


) 

Norlane Olympia 

( 

Collingwood . . 

( 

) 

St. Albans . . . 

( 

) 

Heidelberg . . . 

( 

) 

Essendon .... 

( 

) 

April 0— 



Williamstown . 

( 

) 

Lions. 

( 

) 


( 

) 

Fairfield .... 

( 

) 

Seymour .... 

( 

) 

April 16— 


) 

Norlane Olympia 

( 

St. Albans . . . 

( 

) 

Heidelberg . . . 

( 

) 

Essendon .... 

( 

) 

Williamstown . 

( 

) 

Apill 18— 




( 

) 

Fairfield .... 

( 

) 

Norlane Olympia 

( 

) 

Lions . 

( 

) 

Collingwood . . 

( 

) 

April 23— 



St. Albans . . . 

( 

) 

Heidelberg . . . 

( 

) 

Essendon .... 

( 

) 

Williamstown 

( 

) 

Seymour .... 

( 

) 

April 80— 



Norlane Olympia 

( 

) 

Collingwood . , 

( 

) 

I. C. I. 

( 

) 

Fairfield .... 

( 

) 

St. Albans . . . 

( 

) 


V Fairfield.( ) 

V I. C. I.( ) 

V Lrions.( ) 

V Williams town . . ( ) 

V Seymour.( ) 

V Essendon . . . . ( ) 

V Heidelberg . . . . C ) 

V St. Albans . . . . ( ) 

V Collingw^ood . . . ( ) 

V Norlane Olympia ( ) 

V Collingwood . . . ( ) 

V Fairfield.( ) 

V I, C. I.( ) 

V ILions.( ) 

V Seymour.( ) 

V Essendon . . . . ( ) 

V Heidelberg . . . . ( ) 

V St. Albans . . . . ( ) 

V Williams town . . ( ) 

V Seymour.( ) 


V Norlane Olympia ( ) 

V Fairfield.( ) 

V 1. C. I.( ) 

V ‘.Lions.( ) 


V Essendon . . . . ( ) 

V Heidelberg . . . . ( ) 

V Lions.( ) 

V Williams town . . ( ) 

V Seymour.( ) 
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May 7— 

Heidelberg . . . ( 
.Essendon . . . . ( 
\Williamstown . . ( 

Lions.( 

Beymour . . . . ( 
tMay 14— 

Bt. Albans . . . ( 
Faii*fiold . . . . ( 


Norlane Olympia ( 


Collingwood . . ( 
Heidelberg . . . ( 
May 21— 
Essendon . . . . ( 
Williams town . ( 

Lions.( 

1. C. I.( 

Seymour . . . . ( 
June 4— 

Fairfield . . . . ( 

I.'C. I.( 

Lions.( 

Williamstov/n . ( 
Seymour . . . . ( 
June 25— 
Essendon , . . . ( 
Heidelberg . . . ( 
St. Albans . . . ( 
Collingwood . . ( 


Norlane Olympia ( 


^ July 2— 

Collingwood , . ( 
Fairfield . . . . ( 

T.C. I.( 

Lions.( 

Seymour . . . . ( 
July 16— 
Essendon . , . . ( 
Heidelberg . . . ( 
St. Albans . . . ( 
Williamstown . ( 
Seymour . . . . ( 


) V St. Albans . . . . ( ) 

) V Colling*wood . . . ( ) 

) V Norlane Olympia ( ) 


) V Fairfield.( ) 

) V I. C. I.( ) 

) V Essendon . . . . ( ) 

) V 1. C. I.( ) 

) V Lions.( ) 

) V Williamstown . . ( ) 

) V Seymour.( ) 

) V Heidelberg . . . . ( ) 

) V St. Albans . . . . ( ) 

) V iCollingwood . . . ( ) 


) V Norlane Olympia ( ) 

) V Fairfield.( ) 

) V Norlane Olympia ( ) 

) V Collingwood . . . ( ) 

) V St. Albans . . . . ( ) 

) V Heidelberg . . . . ( ) 


) V Essendon . . . . ( ) 

) V Williamstown . . ( ) 

) V Lions.( ) 

) V 1. C, I.( ) 

) V Fairfield.( ) 

) V Seymour.( ) 

) V Norlane Olympia ( ) 

) V St. Albans . . . . ( ) 

) V Heidelberg . . . . ( ) 

) V Essendon . . . . ( ) 

) V Williamstown . . ( ) 

) V 1. C. I.( ) 

) V Fairfield.( ) 

) V Norlane Olympia ( ) 

) V Lions.( ) 

) V Collingwood . . . ( ) 
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—-- 


July 23— 
Collingwood . . 

( 

) V St. Albans .... 

( 

) 

Norlane Olympia 

( 

) V Heidelberg .... 

( 

) 

Fairfield .... 

( 

) V Essendon .... 

( 

) 


( 

) V ‘Williamstown . . 

( 

> 

Lions ...... 

( 

) V Seymour. 

( 

) 

August 6— 
Essendon .... 

( 

) V Norlane Olympia 

( 

> 

Heidelberg . . . 

( 

) V Collingwood . . . 

( 

> 

Lions . 

( 

) V L C. I. 

( 

> 

Williamstown . 

( 

) V Fairfield. 

( 

)' 

Seymour .... 

( 

) V St. Albans .... 

( 

> 

August 13— 

St. Albans . . . 

( 

) V Heidelberg .... 

( 

' > 

Collingwood . . 

( 

) V Essendon .... 

( 

> 

Norlane Olympia 

( 

) V Williamstown . . 

( 

)' 

Fairfield .... 

( 

) V Lions. 

( 

> 

1. C. I. 

( 

) V Seymour. 

( 

> 

August 20— 
Essendon .... 

( 

) V St. Albans .... 

( 

> 

I. C. I. 

( 

) V Fairfield. 

( 

> 

Lions. 

( 

) V Norlane Olympia 

( 

> 

Williamstown 

( 

) V Collingwood . . . 

( 

) 

Seymour .... 

( 

) V Heidelberg .... 

( 

) 

August 27— 
Heidelberg . . . 

( 

) V Essendon .... 

( 

) 

St. Albans . . . 

( 

) V Williamstown . . 

( 

> 

Collingwood . . 

( 

) V Lions. 

( 

) 

Norlane Olympia 

( 

) V I. C. I. 

( 

) 

Fairfield .... 

( 

) V Seymour. 

( 

) 

HOCAliERTY GUP- 




Round 1—^May 28 




Round 2—June 

18 




Round 3—July 

9 




Round 4—July 30 




Round 5—Sept. 

8 








I 
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METROPOLITAN 
SECOND DIVISION SOUTH 

1 April 

I Rosebud . . . . ( ) v Frankston . . . . ( ) 

iMoorabbin . . . ( ) v Perntree Gully . . ( ) 

I F. iN. D.( ) V Bayswater . . . , ( ) 

Croydon . . . . ( ) v Oaklcig-h.( ) 

I M;akedonia . . . ( ) v Kth. Richmond . ( ) 

April 0— 

Oakleigh . . . . ( ) v Makedonia . . . . ( ) 

Bayswater . . . ( ) v Croydon.( ) 

Perntree Gully . ( ) v P. N. D.( ) 

Frankston . . . ( ) v Moorabbin . . . . ( ) 

Nth. Richmond . ( ) v Rosebud.( ) 

April 16— 

Rosebud . . . . ( ) v Moorabbin . . . . ( ) 

F. N. D.( ) V Frankston . . . . ( ) 

Croydon . . . . ( ) v Perntree Gully . . ( ) 

Makedonia . . . ( ) v Bayswater . . . . ( ) 

Oakleigh . . . . ( ) v Nth. Richmond . ( ) 

April 18— 

Ferhtree Gully . ( ) v Makedonia . . . . ( ) 

Frankston . . . ( ) v Croydon.( ) 

Rosebud . . . . ( W F. N. D.( ) 

Bayswater . , . ( ) v Oakleigh.( ) 

Moorabbin . . . ( ) v Nth. Richmond . ( ) 

April 23— 

F*. N. D.( ) V Moorabbin . . . . ( ) 

Croydon . . . . ( ) v Rosebud.( ) 

Makedonia . . . ( ) v Frankston . . . . ( ) 

Oakleigh . . . . ( ) v Perntree Gully . . ( ) 

Nth. Richmond . ( ) v Bayswater . . . . ( ) 

AprU 30— 

Rosebud . . . . ( ) v Makedonia . . . . ( ) 

Moorabbin . . . ( ) v Croydon.( ) 

Perntree Gully . ( ) v Bayswater . . . . ( ) 

Frankston . . . ( ) v Oakleigh.( ) 

D.( ) V Nth. Richmond . ( ) 
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May 7— 

Croydon . . • • ^ 
Makedonia • • * ^ 

Oakleigk • ; • • ^ 

Bayswater • •• ) 
Nth. Richmond . t 

May 14— 

..^ 

Frank ston . . * t 

Rosebud . . • • t 
Moorabbin . . . t 

Croydon . . • • v 
May >il—' 

Makedonia . . • t 
Oakleigh . . . • t 
Bayswater . . . t 
Ferntree Gully . 1 
Nth. Richmond ( 
June 4— 

Frankston . . . ( 

Ferntree Gully . C 
Bayswater . . • C 
Oakleigh • • ) 

Nth. Richmond t 
tJune 25—• 
Makedonia . . . ( 
Croydon • • • * ; 

F.N. .. ) 

Moorabbin . . • t 

Rosebud . . • • t 

July 2—■ 

Moorabbin • • • ) 

Frankston . . • t 

Ferntree Gully . ( 
Bayswater . • • \ 
Nth. Richmond ( 
July 10— 
Makedonia . . • t 
Croydon • • • * ; 

F. N. D.t 

Oakleigh . . . • t 
Nth. Richmond t 


) V F. N. D. . • 

) V Moorabbin . . 

) V Rosebud . . • 

) V Frankston . . 

) V Ferntree Gully 

) V Makedonia . . 

) V Ferntree Gully 
) V Bayswater ♦ • 

) V Oakleigh • • • 

) V Nth. Richmond 


) V Croydon . ■ 
) V F. N. B. ; * 
) V Moorabbin 
) V Rosebud . 

) V Frankston 


) V Rosebud . . 
) V Moorabbin . 
) V F. N. D. . ‘ 
) V Croydon . • 
) V Makedonia 


( 

( 

( 

( 

( 

( 

( 

( 

( 

. ( 
, ( 

. ( 


) V Rosebud . . • 

) V F. N. D. . • • 

) V Croydon • • • 

) V Makedonia . . 

) V Oakleigh . . • 

) V Ferntree Gully 
) V Frankston . . 
) V Rosebud . . • 
) V Bayswater • • 
) V Moorabbin . • 


) V Oakleigh.^ 

) V Bayswater . . • • t 
) V Ferntree Gully . . t 
) V Frankston . • • • t 
) V Nth. Richmond . t 


( 

( 

( 

( 

( 

( 

( 

( 

( 

( 


04 


( ) V F. N. ..( 

Moorabbin * ’ ' / ^ y Croydon.i 

Rosebud . . • • t • ^ Makedonia . . . - ( 

Frankston . . • t ^ ^ Oaklei8:h ■ • • • • [ 

Ferntree Gully .1 Richmond . ( 

Bayswater . . • v ^ 

August 6- ) ^ ( 

Makedonia . . . i Moorabbin . . . • ( 

Croydon . . . • t ^ Ferntree Gully . . ( 

Bayswater . . • t . Frankston . . . . ( 

Oakleigh . • • ’ ) i v F. N. ..^ 

Nth, Richmond ( j v r.x>. 

August 13- ^ ^ .( 

• • • • • } ) ^ Makedonia . . . . i 

Moorabbin • • • ^ ^ Oakleigh.< 

Rosebud . . . • i , ^ Bayswater . . • • ( 

Frankston • • • ^ ^ ^th Richmond . ( 

August 30- )vF.N.D .( 

Makedonia . . • i . ^ Frankston . . • • ( 

Ferntree Gully .1 ^ Rosebud.( 

Bayswater • • • J -i y Moorabbin . . . . ( 

Oakleigh ’i y Oroydon.^ 

Nth. Richmond ( j v uiuj- 

August 37- Makedonia-( 

Croydon . . • . i ' Oakleigh. \ 

F. N. D. • • • • • f ■) V Bayswater . . • • ( 

Moorabbin ■ ■ • ) ( y Ferntree Gully . • ( 

Rosebud . . . • t Richmond . ( 

Frankston . . • t ’ 


bookkrtv ofp— 
Round 1—May 38 
Round 2—June 18 
Round 3— July 0 
Round 4— July 30 
Round 6—Sept. 3 
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SECOND DIVISION RESERVES 


April 2 —• 

iSeymour 

Oakleigh . . . ( 

Ijions.( 

Fern tree Gully ( 
Frankston . . . ( 

April 0— 

Moorabbin . . . ( 
Trident . . . . ( 
Croydon - . . . ( 
Bye 

Ilollandia . . . ( 

April 16 " 

•Seymour . . . . ( 
'iiions 

Ferntree Gully ( 
Frankston . . . ( 
'Moorabbin . . . ( 

April 18— 
Croydon . . . . ( 
Bye 

Seymour . . . . ( 
Ti’ident , . . . ( 
Oakleigh . . . ( 

April 23 — 

‘I^ions.( 

Ferntree Gully ( 
Frankston 
Moorabbin . . . ( 
Hollandia . . . ( 

April SO— 
Seymour . . . . ( 
Oakleigh . . . ( 

Croydon . . . . ( 
Bye 

iLions.( 


Bye 

) V Croydon . . . . ( ) 

) V Trident.( ) 

) V Moorabbin . , . ( ) 

) V Hollandia . . . . ( ) 

) V Frankston , . . . ( ) 

) V Ferntree Gully . ( ) 

) V Lrions.( ) 

Oakleigh 

) V Seymour . . . ( ) 


) V Oakleigh . . . . ( ) 

Bye 

) V Croydon , . . . ( ) 

) V Trident.( ) 

) V Hollandia . . , . ( ) 


) V Frankston . . . ( ) 

Ferntree Gully 


) V Lions.( ) 

) V Moorabbin . . . ( ) 

) V Hollandia . . . . ( ) 


) V Oakleigh . . . . ( ) 

) V Seymoiir . . . ( ) 

Bye 

) V Croydon . . . . ( ) 

) V Trident.( ) 

) V Frankston . , . ( ) 

) V Ferntree Gully . ( ) 

) V Trident.( ) 

Moorabbin 

) V Hollandia . . . . ( ) 
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May 7— 

Ferntree Gully ( 
Frankston . . . ( 
Moorabbin . . . ( 
Trident 

Hollandia . . . ( 

May 14—• 

/Lions.( 

Bye 

Seymour . . . . C 
Oakleigh . . . ( 

Ferntree Gully ( 

May 251—* 

Frankston . . . ( 

Moorabbin . . . ( 

Trident . . . . ( 

Croydon . . . . ( 
Hollandia 

June 4—• 

Bye 

Croydon , . . . 1 
Trident . . . . ( 

Moorabbin . . . ( 
Hollandia . . . ( 

June 35— 
Frankston . . . ( 
Ferntree Gully ( 

(Lions.C 

Oakleigh 

Seymour . . . . ( 
July 3—• 

Oakleigh . . . ( 

Bye 

Croydon . . « . t 
Trident . . . . ( 
Hollandia . . . ( 


) V Lions.( 

) V Oakleigh . . . • ( 
) V Seymour ... ( 

Bye 

) V Croydon . . . . t 

) V Frankston . . . ( 

Croydon 

) V Trident.( 

) V Moorabbin . . . ( 


) V Hollandia . . . . ( 


) V Ferntree Gully . ( 

) V Lions.( 

) V Oakleigh . . . • ( 
) V Seymour ... ( 

Bye 


Seymour 

) V Oakleigh . . . . ( 

) V Lions.( 

) V Ferntree Gully . ( 
) V Frankston . . . . ( 


) V Moorabbin . . . ( 

) V Trident.( 

) V Croydon . . . . ( 

) V Hollandia . . . . t 


) V Seymour ... ( 

Lions 

) V Ferntree Gully . ( 
) V Frankston . . . . ( 
) V Moorabbin . . . ( 
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May 7— 


Ringwood . . . ( ) v Trident.( 

Bendigo . . . . ( ) v Melita.( 

iSpringvale . . . ( ) v Hollandia . . . . ( 

Olympia . . . . ( ) v D..S.G.( 

Alexander . . . ( ) v W.W.F.( 

May 14— 

Trident.( ) v Bendigo.( 

D-S.G.( ) V Ringwood . . . . ( 

Hollandia . . . ( ) v Olympia ..... ( 

Melita.( ) V ISpringvale . . . ( 

Ringwood . . . ( ) v Alexander . . . . ( 

May 21— 

Bendigo . . . . ( ) v Ringwood . . , . ( 

Springvale . . . ( ) v Trident.( 

Olympia . . . . ( ) v Melita.( 

W.W.F.( ) V Hollandia . . . . ( 

Alexander . . . ( ) v D.S.G.( 

June 4— 

O.S.G.( ) V Hollandia . . . . ( 

W.W.F.( ) V Melita.( 

Olympia . . . . ( ) v Trident.( 

Springvale . . . ( ) v Ringwood . . . . ( 

Alexander . . . ( ) v Bendigo.( 

June 25— 

Bendigo . . . . ( ) v Springvale . . . ( 

Ringwood . . . ( ) v Olympia.( 

Trident.( ) v W.W.F.( 

Melita .....( ) v D.S.G.( 

Hollandia . . . ( ) v Alexander . . . . ( 

July 2— 

Melita.( ) v Hollandia . , . . ( 

O.S.G.( ) V Trident.( 

W.W.F.( ) V Ringwood . . . . ( 

Olympia . . . . ( ) v Bendigo.( 

Alexander . . . ( ) v Springvale . . . ( 


) 

) 

) 

) 

) 


) 

) 

) 

) 

) 


) 

) 

) 

) 

) 


) 

) 

) 

) 

) 


) 

) 

) 

) 

) 


) 

) 

) 

) 

) 
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July 16—• 


Bendigo . . . . ( 

Ringwood . . . ( 

Trident.( 

Springvale . . . ( 

Alexander . . . ( 

July 23— 

Melita.( 


Hollandia . . . ( 

D.S.G.( 

W.W.F.( 

Olympia . . . . ( 


) V W.W.F.( ) 

) V D.S.G.( ) 

) V Hollandia . . . . ( ) 

) V Olympia.( ) 

) V Melita.( ) 

) V Trident.( ) 

) V Ringwood . . . . ( ) 

) V Bendigo.( ) 

) V Springvale . . . ( ) 

) V Alexander . . . . ( ) 


August 6— 

Bendigo . . . . ( 
Ringwood . . . ( 
Olympia . . . . ( 
Springvale . . . ( 
Alexander . . . ( 

August 18— 


Trident.( 

Melita.( 

Hollandia . . . ( 

D.S.G.( 

W.W.F.( 

August 20— 

Bendigo . . . . ( 

W.W.F.( 

Olympia . . . . ( 
Springvale . . . ( 
Alexander . . . ( 

August 27— 

Ringwood . . . ( 

Trident.( 

Melita.( 

Hollandia . . . ( 
D.S.G.( 


) V Hollandia . . . . ( ) 

) v Melita.( ) 

) V W.W.F.( ) 

) V D.S.G.( ) 

) V Trident.( ) 


) V Ringwood . . . . ( ) 

) V Bendigo.( ) 

) V Springvale . . . ( ) 

) V Olympia.( ) 

) V Alexander . . . . ( ) 


) V Trident.( ) 

) V D.S.G.( ) 

) V Hollandia . . . . ( ) 

) V Melita.( ) 

) V Ringwood . . . . ( ) 


) V Bendigo.( ) 

) V Springvale . . . ( ) 

) V Olympia.( ) 

) V W.W.F.( ) 

) V Alexander , t . » ( ‘ ) 

a 


iiliiii 


L. 



f 
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PLAYERS SENT OFF THE FIELD 

The Investigation and Disciplinary Committee will 
meet each Thursday evening at the V.A.S.F.A. Offices, 
Olympic P'ark, at 7.3 0 p.m. 

Players ordered off are therefore required to appear 
before the .Committee on the Thursday following the date 
of ordering off. 

Specific times for the hearing of cases will be notified 
to all parties concerned by the Association. 


S. BEATON. 

SecTetary-.M anager. 




‘SOCCER NEWS’ 

1 - 

ON SALE AT ALL SOCCER GROUNDS 
THROUGHOUT VICTORIA 
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LEAGUE TABLES SEASON 1959 

STATE TEAGUE SEASON 193» 


Team 


P 

W 

D 

L 

Goals 

P A 

P 

Wilhelmina .. 


22 

17 

2 

3 

86 

40 

36 

George Cross 


22 

14 

5 

3 

57 

26 

33 

Juventiis .... 


22 

14 

4 

4 

49 

22 

32 

Hakoah .... 


22 

15 

2 

5 

56 

30 

32 

Slavia. 


22 

12 

5 

5 

49 

28 

29 

Polonia .. .. 

., 

22 

8 

7 

7 

37 

31 

23 

Moreland .... 


22 

8 

2 

12 

57 

45 

18 

J.U.S.1^. 


22 

0 

6 

10 

50 

44 

18 

Box Hill .... 


22 

0 

5 

13' 

24 

53 

15 

Pootscray .... 


22 

3 

7 

12 

31 

65 

13 

Geelong ., .. 


22 

3 

5 

14 

28 

55 

11 

Tarra Park .. 


22 

1 

2 

19 

27 

112 

4 

Team 

First Division North 

P W D 

L 

Goals 

F A 

P 

Preston .. .. 


18 

15 

1 

2 

62 

19 

31 

(^roatia .. .. 


18 

14 

2 

2 

81 

22 

30 

Lions-Hayduk 


18 

12 

1 

5 

■66 

19 

26 

Sunshine Oily 


18 

9 

1 

8 

35 

32 

19 

Sicilia. 


18 

7 

3 

8 

44 

32 

17 

Maccabi .. .. 


18 

7 

2 

9 

35 

47 

16 

Oorio. 


18 

7 

1 

10 

33 

41 

15 

Oolnirg. 


18 

5 

4 

9 

30 

38 

14 

Hellenic .. .. 


18 

5 

2 

11 

31 

41 

12 

Brunswick .. 


18 

0 

0 

18 

9 

135 

0 

Team 

Second 

Division 

P W 

North 

D 

D 

Goals 

F A 

P 

Moonee Ponds 


18 

14 

1 

3 

51 

21 

29 

Piorentina .. 


18 

12 

4 

2 

50 

16 

28 

Pniversity .. 


18 

10 

4 

4 

49 

31 

24 

Essendon .... 


18 

9 

0 

9 

30 

42 

18 

Fairfield .. .. 


18 

5 

5 

8 

37 

37 

15 

St Albans .. 


18 

7 

1 

10 

34 

39 

15 

Williamstown 


18 

6 

2 

10 

25 

38 

14 

Collingwood .. 

.. .. 

18 

5 

3. 

11 

40 

41 

13 

TOT. 


18 

5 

3 

10 

36 

52 

13 

Heidelberg .. 


18 

4 

3 

11 

26 

61 

11 
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state League Reserves 


Team 

P 

W 

D 

L 

Goals 

F A 

P 

Hakoah. 


18 

2 

2 

72 

26 

38 

Wilhelmina .... 

2^ 

17 

2 

3 

69 

23 

36 

Polonia. 

21 

12 

4 

5 

30 

22 

28 

Juventus.. 


11 

2 

7 

50 

31 

24 

Geelong. 


11 

1 

9 

37 

25 

23 

J.U.S.T. 

21 

10 

1 

10 

62 

36 

21 

Moreland. 

21 

8 

5 

8 

33 

31 

21 

Box Hill. 

20 

9 

1 

10 

42 

47 

19 

Footscray. 

20 

7 

1 

12 

23 

45 

15 

George Cross. 

21 

6 

3 

12 

26 

49 

15 

Slavia. 

21 

4 

3 

14 

31 

60 

11 

Yarra Park. 

2^ 

0 

1 

21 

3 

83 

1 


First 


Team 

Lions-IIayduk .. .. 
Sunshine City .. .. 

Fiorentina. 

Franston. 

Preston. 

Coburg . 

Maccabi. 

Hellenic. 

Sandringham .. .. 
University . 


First 


Team 

Illehmond . 

Melbourne. 

Dandenong. 

Park Rangers .. .. 

Brighton. 

Tallourn. 

South Melbourne .. 

South Yarra. 

Prahran . 


Division Reserves 
(North) 


P 

W 

D 

L 

Goals 

F A 

P 

18 

13 

2 

3 

55 

21 

28 

18 

12 

3 

3 

48 

21 

27 

18 

12 

2 

4 

57 

29 

26 

18 

10 

3 

5 

e54 

38 

23 

18 

8 

4 

6 

52 

32 

20 

18 

8 

4 

6 

36 

37 

20 

18 ♦ 

8 

2 

8 

58 

41 

18 

18 

5 

1 

12 

30 

57 

11 

18 

3 

0 

15 

20 

59 

6 

18 

0 

1 

17 

8 

83 

1 


Division Reserves 
(South) 


P 

W 

D 

L 

Goals 

F A 

P 

18 

15 

2 

1 

71 

21 

32 

18 

15 

1 

2 

83 

23 

31 

18 

10 

3 

5 

55 

33 

28 

18 

11 

1 

6 

39 

35 

23 

18 

9 

2 

7 

37 

33 

20 

18 

6 

6 

6 

39 

49 

18 

18 

7 

1 

10 

35 

47 

15 

18 

5 

2 

11 

29 

52 

12 

18 

3 

0 

15 

17 

101 

6 
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PROVISIONAL LEAGUE 


Team 

P 

W 

D 

L 

Goals 

F 

A 

P 

Norlane Olymp .. .. 

18 

13 

3 

2 

55 

26 

29 

North Richmond . .. 

18 

11 

6 

1 

63 

26 

?8 

27 

Seymour. 

18 

12 

3 

3 

48 

21 

Makedonia. 

18 

10 

2 

6 

34 

27 

22 

Triden. 

18 

8 

5 

5 

38 

34 

21 

Olympia. 

18 

8 

2 

8 

39 

33 

18 

Bendigo . 

18 

4 

5 

9 

31 

43 

13 

Melita. 

18 

5 

2 

11 

26 

48 

12 

Hollandia. 

18 

4 

1 

13 

35 

55 

9 

Yarraville. 

18 

0 

1 

17 

3 

59 

1 


First Division South 


Team 

P 

W 

D 

L 

Goals 

F A 

P 

Melbourne. 

18 

17 

1 

0 

100 

19 

35 

Richmond. 

38 

13 

1 

4 

72 

22 

27 

Yallourn. 

i8 

13 

1 

4 

63 

35 

27 

South Melbourne .. 

18 

12 

2 

4 

47 

24 

26 

Brighton. 

18 

9 

2 

7 

41 

34 

20 

Dandenong. 

18 

8 

1 

9 

55 

48 

17 

South Yarra. 

18 

4 

1 

13 

26 

57 

9 

Prahran . 

18 

3 

2 

13 

22 

71 

8 

Park Rangers .. .. 

18 

3 

0 

15 

30 

87 

6 

Vic. Police. 

18 

1 

3 

14 

21 

79 

5 


Second Division South 


Team 

P 

W 

D 

L 

F 

A 

P 

Sandringham .. .. 

18 

14 

3 

1 

53 

29 

31 

Austria. 

18 

11 

3 

4 

61 

39 

25 

Frankston. 

18 

10 

3 

5 

57 

35 

23 

Bawswater. 

18 

7 

3 

8 

36 

45 

17 

Oakleigh. 

18 

6 

4 

8 

24 

15 

16 

Rosebud. 

18 

8 

0 

10 

40 

45 

16 

Merntree Gully .. .. 

18 

7 

0 

11 

46 

36 

14 

Moorabbin. 

18 

5 

4 

9 

36 

54 

14 


18 

6 

2 

10 

34 

61 

14 

Croydon . 

18 

5 

0 

13 

34 

62 

10 
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★ TROPHY SPECIALISTS 
FOR OVER 70 YEARS 


Visit First Floor Showrooms for 
Australia’s Finest Stocks of 

★ trophies 

★ SILVERWARE 

★ CUTLERY 

★ CRYSTAL 

★ CLOCKS 

Quality and Values Unequalled 
Special Quotations to Clubs 

DUNKLINGS THE lEWELLERS 

Diamond House 

313-317 Bourke Street, IVleibourne 
Illustrated Trophy Booklet available free on 
request. 

telephone MP6611 
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'1 ‘ 


1st Bound 


2nd Bound 


DOCKERTY CU 

3rd Bound 4th Round 


f/ 


Florentina 

Oakleigh 


Richmond 

Coburg 


Rosebud 


Croydon 
M. Pound 


Brunswick 

Fairfield 
Croatia 

Austria 

Frankstone 

W’Town 

Brighton 

Morwell 

Preston 

St. Albans 
Collingwood 

Sunshine C. 
Sicilia 



Heidelberg 

1 


Lions-Hayduk 

5 


Essendon 

5 


I.CI. 

2 


Yallourn 

4 


South Yarra 

3 

1 1 

1 3 

Hellenic 

0 

Extra 

Oakleigh 

1 

Time 


Seymour 

4 

1 

P. Rangers 

5 

2 

Extra 

Coburg 

2 

Time 

Moorabbin 

4 

3 

Vic. Police 

1 

e 4 

Melbourne 

3 

0 

Prahran 

2 

2 

F.N.D. 

1 

•ne 8 

Bendigo 1 

0 

1 

M. Ponds 1 

2 


0 

10 


Extra 

Time 

S. Melbourne 5 

Corio 0 

Maccabi 0 

Croatia ^ 

S’ham 4 

tJniversity 1 


Lions-Hayduk 5 
Essendon 1 

South Yarra 3 
Yallourn 3 

Oakleigh 0 

Pk. Rangers 1 

Moorabbin 2 
Melbourne 10 

Prahran 4 

M. Ponds 0 1 

S. Melb. 0 3 
Extra 
Time 


Dandenong 

Austria 


Croatia 
S'ham 

Dandenong 

Preston 


Brighton 3 1 

Preston 3 2 

Extra 
Tmie 


St. Albans 
Sunshine C. 

F. Gully 
Bayswater 


Sunshine C. 2 

F. Gully 1 

Extra 
Time 


Lions-Hayduk 3 
Yallourn 0 

Moorabbin 3 

Melbourne 8 

S. Melbourne 1 

Croatia 3 

Dandenong 2 

Sunshine C. 0 


- SEASON 1959 

Fifth round Sixth round Semi-Finals 
pox Hill 


Final 


Winner 


Box Hill 0 


L.-Hayduk 1 
Blavia ^ 

Hakoah 3 


Hakoah 3 


Hakoah 


1 1 


Hakoah 2 1 


6 


Melb. 

Yarra P. 
Croatia 

iV’hilmlna 12 


Melbourne 2 


W’helmina 1 


W’helmina 3 


George Cross 


jr.U.S.T 

D’ong 

Juventus 

polonla 

Morland 

Ucelong 


J.U.S.T. 1 3 

^ J.U.S.T. 3 2 1 


Atvl 

Extra time 

time 


Morland 


G. Cross 2 3 


4a. 


O. Cross 3 Qjprge 3 


G. Cross 3 2 3 
Extra 
timt 


Pootscray 
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HARRY ARMSTRONG (RESERVE) CUP — SEASON 1959 



^ i 



CHAMPIONS 

for 

SEASON 1959 

DOCKERTY CUP 
Winner — GEORGE CROSS 

HARRY ARMSTRONG (RESERVE) CUP 
Winner — POLONIA 

“WORLD CUP” 

Winner — SCOTLAND 


LEAGUE PREMIERSIIIPS 


State League. 

State League Reserves .... 

1st Division North. 

1st Division South. 

2nct Division North. 

2ri(I Division South. 

1st Division North Reserves 
1st Division South Reserves 

Provisional League. 

f 


Winner: WILIIELMINA 
Runner-up: George Cross 
Winner: HAKOAH 
Runner-up Wilhelmina 
Winner: PRESTON 
Runner-up: CROATIA 

Winner: MELBOURNE 
Runner-up: Richmoncl 
Winner: MOONEE PONDS 
Runner-up: Fiorentina 
Winner: STIAM CITY 
Runner-ui): Austria 
Winner: LIONS-HAYDUK 
Runner-up: Sunshine City 
Winner! RICHMOND 
Runner-up: Melbourne 
Winner: N’LANE-OLYMPIA 
Runner-up: North Richmond 


THE AMPOIL PETROLEUM CUP 
\ Winner: J.U.S.T. 
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NIOHT SOCCER — SmSON 1960 


section A. 

POLONIA . 

GEORGE CROSS . . . . 

HAKOAH . 

SEAVIA. 


P W D L P 

3 2 0 1 6 

3 1115 

3 1 1 1 '5 

3 10 2 2 


A P 

4 4 

3 3 

4 3 

7 2 


9 4 4 

8 6 4 

9 8 4 

2 01 0 

Semi-finals 

O PO'DOOTA V. WILtHEEM'INA 1 
3 J.U.IS.T. V GElOiRCB CROSS 0 
Final 

3 J.U.S.T. V WILHELMINA 0 


Section B. 


J.U.S.T. . . . 

WIL.HEMIINA 
BOX muh . 
MORBL-AND 


3 2 0 1 

3 2 0 1 

3 2 0 ) 1 

3 Oi 0 3 


Compliments of 

ROTHFIELD & CO. PTY. LTD. 


MANUFACTURERS OF SEWING COTTONS 

★ ★ 

16 CLAREMONT STREET, SOUTH YARRA 
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FIRST DIVISION CHAMPIONS 




1909 Carlton United. 

1910 Carlton United. 

1911 Willi amstown. 

1912 Williamstown, Yarra- 
ville. 

1913 Yarraville. 

1914 Melbourne Thistle. 

1915 Melbourne Thistle. 

1916 No Competition. 

1917 No Competition. 

1918 No Competition. 

1919 Northumberland and 
Durham United. 

1920 Northumberland and 
Durham United. 

1921 Windsor. 

1922 Northumberland and 
Durham United. 

1923 St Kilda. 

1924 Footscray Thistle. 

1925 Melbourne Thistle. 

1926 Footscray Thistle. 

1927 Prahran City. 

1928 Flinders Naval Depot. 

1929 Footscray Thistle. 

1930 Footscray Thistle. 

1931 Brunswick. 


1932 Footscray Thistle. 

1933 Royal Caledonians. 

1934 Hakoah. 

1935 Hakoah. 

1936 Moreland. 

1937 Moreland. 

1938 Hakoah. 

1939 Prahran. 

1940 Nobels. 

1941 Moreland. 

1942 Prahran. 

1943 Moreland, Hakoah. 

1944 Prahran “A”. 

1945 Prahran “A*\ 

1946 Moreland. 

1947 Sunshine United. 

1948 Box Hill. 

1949 Brighton. 

1950 Sunshine United. 

1951 Yallourn. 

1952 Juventus. 

1953 Juventus. 

1954 Juventus. 

1955 Juventus. 

1956 Juventus. 

1957 J.U.S.T. 


STATE LEAGUE CHAMPIONS 

1958 JUVENTUS 
1959 WIEIIELMINA 



STATE LEAGUE C5UP 

1968 JUVENTUS 
1969 GEORGE CROSS 
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ARGUS BEST AND FAIREST 
MEDAL WINNERS 

1954 — M. PAYNE, South Yarra. 

1955 - - M. BUSTDONI, Juventus. 

195(3 — (R. WEMYSS, Polonia. 

(P. CUBERO, J.U.S.T. 

1057 — J. McT.EOD, Box Hill. 

1958 — W. WESTERVELI), Wilhelmina. 

1959 —A. D'RBNNAN, Box Hill. 


DOCKERTY CUP WINNERS 


1909 Carlton United. 

1910 Carlton United. 

1911 St. Kilda. 

1912 Williamstown. 

1913 Yarraville. 

1914 Melb Thistles. 

1915 Melb. Thistles. 

191G) 

1917) First World- War. 

1918) 

1919) Footscray Thistle. 

1920 Finalists: Albert Park 
and Northumberland 
and Durham (game 
abandoned). 

1921 Northumberland and 
Diirham. 

1922 Albert Park 

1923 St. Kilda. 

1924 Navy. 

1925 Melbourne Thistle. 
1920 Navy. 

1927 Footscray Thistle. 

1928 Navy. 

1929 Footscray Thistle. 

1930 Footscray Thistle. 

1931 Wonthaggi Magpies. 

1932 Footscray Thistle. 


1933 Brighton. 

1934 Royal Caledonians. 

1935 Hakoah. 

1930 Royal Caledonians. 

1937 Brighton. 

1938 Nobels. 

1939 I.C.I. (formerly Nobels) 

1940 I.C.I. 

1941 Moreland. 

1942 Praran. 

1943 Brighton. 

1944 Brighton. 

1945 Moreland Ilakoah. 

1940 Prahran. 

1947 South Yarra. 

1948 Park Rangers. 

1949 Park Rangers. 

JiipO Moreland. 

1951 J.U.S.T. 

1952 Brighton 

1953 Hakoah. ‘ 

1954 Hakoah. 

1955 Hakoah. 

1950 Hakoah. 

1957 Moreland. 

1958 Wilhelmina. 

1959 George Cross 
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SOCCER IN RETROSPECT 


1882— First Association formed under Secretary N. Stephens 

in New South Wales. . 

1883— New South Wales team J'sits 1 ictoria. 

1884— Victoria’s first visit to Now South Vales. 

7390 —^First Interstate match between New South v\c 
and Queensland. ^ 

1803_First Cup Final gate over £50 in 

7393 —.First State-wide Association meeting in Sjdnej. 

7903_District scheme introduced in Sydney area. 

7904—New South Wales toured New Zealand. 

7905 _First New Zealand team to tour Australia. 

1900—One hundred Soccer Clubs in 

7909 —Western Australia visited New South Wales. 

191G—Great 'World War. 

1 922 - ?!‘r^t''Anatolian team to visit New Zealand (A. Gibb, 

1923— Visit of^ffrs? Chinese^team; crowd of 47,000 a record 
in Sydney. 

7924^yisit of first Canadian team. ^ . .. 

7925 _First English team visit here (Professional). 

7920—^Visit of Czecho-Slovakia. 

7928—State League formed (Sydney). , ^ 
7037_-Australian team toured Dutch East Indies. 

7932—All-Australian Carnival of five States; won by N.S.W. 
1933 —Australian team toured NW^Caledonia. 

1930 —New South lYales won the English F.A. Shield at 

1937 -ES^suffered first defeat in Colonies at Sydney 
in First Test. 

7938__India visited Australia. 

1939—^Palestine visited Australia. 

i 941 -c“toure'd ASaUa?Vhne both countries engaged 
in separate wars. 

1943-New South Wales Soccer League formed. 
1945_Soccer Company formed to control Code, N.S.V. 

-1947 _South Africa visited Australia. . 

7947._i-First International Schoolboy team to visit Australia. 
New Zealand visit. 
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1948—^Australia toured New Zealand (Queensland secured 
four representatives). Won all games. Goals: For 90; 
Against 4. 

1948— 1000 players in Queensland Junior Grades. 

1949— 'Six Senior Divisions (48 teams) in Brisbane-Ipswich 
Competition, State record. 

1949 ^New system of control in Queensland introduced. 

1949 — Yugo-Slavia visited Australia. 

1950— First tour to South Africa by an Australian team 
(R. Lawrie, Queensland, Captain). Result: Played 18, 
won 10, lost 5, drawn 3. Goals: For 05; Against 28. 
(G. Nunn, Queensland, scored 20 goals.) 

1950— Australian Eleven to New Caledonia (H Bophy, 
Queensland, Captain). 

1951 Eric Hulme, N.S.W. State and International forward, 
signed for Portsmouth, England. 

1951— ^Visit of English team. Twenty games played. Record 
^ Test score recorded by English Team of 17 nil in 

Second Test at Sydney, on rain-soaked ground Eng¬ 
land scored 153 goals to 14 against. Gate receipts 
amounted to £49,000; attendances 258,454. 

1952— -Australian Carnival (four States) held in Melbourne; 
won by Victoria. Football Association Trophy left 
N.S.W. for the first time. Victorian Association made 
a profit of over £ 1000 in staging Carnival. 

1952—Junior Soccer Carnival held in ^Melbourne. Won bv 
Victoria. 

1952—^An Australian team plashed in Perth, W.A. (Ex¬ 
hibition games.) 

1952— Ten Senior teams in each of five Divisions in Bris- 

loro ^^^i^^-lpswich Competition (50 teams—State record). 

7nro Football Association formed. 

1953— (:hina visited Australia. 

1953— Victoria visited Queensland. 

1954— New Zealand visited Australia. 

Carnival held at Adelaide. Won by N.S W. 

19o4—Junior Carnival held at Adelaide Queensland Junior 
team (under 20) undefeated. 

■» 55—Three International touring teams—Austria-Rapid, 

tatKo South Africa—visited 7xustralia. 

■ ^^^^straha first participated in Olympic Games Soccer 
after A.S.F.A. sponsored Talent Quest to all States. 
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Australia defeated Japan 2-0 and lost 4-2 against 
India. 

1956— Queensland defeated N.S.W. four times during season. 
Queensland won F.A. Trophy from N.S.W. — 6-2 in 
2-1 and 6-2 in Brisbane. The 6 2 victories were 
Newcastle, 5-3 in Sydney. Queensland defeated N.S.W, 
greatest Queensland winning margins ever. 

1957 — ^Victoria played two matches in Adelaide v. South 
Australia. Both matches were drawn 1-1. 

1957— Pull time Secretary-Manager appointed in Victoria. 

1958— ^Blackpool visited Australia. 

1958—Victoria visited Queensland, won both matches 4-1 
and 3-2. 

1958— Australia visited New Zealand. 

1959— ^Heart of Midlothian visited Australia. 

19 59 —-Victoria played 2 matches v South Australia. 

HARRY ARMSTRONG (RESERVE) CLP WINNERS 


1913 

Burns F.C. 

1938 

Nobels. 

1914 

Sandringham F.C. 

1939 

T.C.I. 

1921 

Thistle F.C, 

1940 

I.C.T. (Nobels) 

1922 

Footscray Thistle A. 

1946 

Sunshine Utd. 

1923 

Footscray Thistle A. 

1947 

Prahran. 

1924 

Essendon F.C. 

1950 

South Yarra. 

1925 

Brunswick F.C. 

1951 

South Yarra. 

1926 

Essendon City F.C. 

1952 

Juventus. 

1929 

Navy Res. 

1953 

Footscray City. 

1930 

Navy Res. 

1954 

Moreland. 

1931 

South Yarra F.C. 

1955 

Juventus. 

1932 

Footscray Thistle F.C. 

1956 

Plakoah. 

1933 

Royal Caledonian and 

1957 

Polonia. 


South Melbourne. 

1958 

Hakoah. 

1935 

South Yarra. 

1959 

Polonia 

1937 

South Yarra. 




VICTORIA V. N.S.W. 
Played 24 


Victoria won 11, lost 8, drew 5. 

1883—N.S.W. 2, Victoria 2, at East Melbourne. 
1883—N.S.W. 2, Victoria 2, at South Melbourne. 
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1884—N.S.W. 4, Victoria 1, at Sydney. 

1884— N.S.W. 1, Victoria 2, at Sydney. 

1885— N.S.W. 0, Victoria 3, at Melbourne. 

188G—^N.S.W. 3, Victoria 1, at Sydney. 

1887— ^N.S.W. 2, Victoria 2, at Melbourne. 

1888— N.S.W. 1, Victoria 2, at Sydney. 

1913—^N.S.W. 2, Victoria 3, at Melbourne. 

1913— N.S.W. 1, Victoria 1, at Melbourne 

1914— ^N.S.W. 0, AMctoria 1, at Melbourne! 

1914—N.S.W. 2, Victoria 3, at Melbourne. 

1923—N.S.W. 5, Victoria 1, at Sydney. 

1928— N.S.W. 2, A'ictoria 3, at Sydney. 

1932—N.S.AV. 7, A'ictoria 0, at Gladesville. 

1936—^N.S.AV. 10, A'ictoria 0, at Adelaide. 

1940—^N.S.AV. 4, A'ictoria 2, at Sydney. 

1952—N.S.W. 1, A'ictoria 3, at Melbourne. 

1951—N.S.V^. 2, A^ictoria 2, at Adelaide. 

1955 N.S.AV. 4, A^ictoria 1,’ at Melbourne. Night Game. 

1955—^N.S.AA\ 0, Alctoria 2, at Newcastle. 

1955— N.S.AA^. 4, A'ictoria, 1, at Sydney. 

1956— N.S.AA^. 1, A'ictoria 4, at Melbourne. 

1956— N.S.AA^ 0, A^ictoria 5, at Melbourne. 

VICTORIA V. SOUTH AUSTRALIA 

1925—South Australia 0, A'ictoria 1, at Melbourne. 

1929— South Australia 2, Alctoria 1, at Adelaide. 

1932—South Australia 4, Alctoria 2, at Sydney. 

1936—South Australia 10, Alctoria 2, at Adelaide. 

1950— South Australia 0, A'ictoria 5, at Melbourne. 

1951— South Australia 3, Alctoria 0, at Adelaide. 

1952— South Australia 0, Alctoria 2, at Melbourne. 

1953— South Australia 2, Alctoria 0, at Adelaide. 

1954— South Australia 2, Alctoria 4, at Adelaide. 

1957— South Australia 1, Alctoria 1, at Adelaide. 

Australia 1, Aactoria 1, at Adelaide. 

1959—^South Australia 3, Victoria 2, at Melbourne. 
Scuth Australia 1, Victoria 5, at Melbourne. 



VICTORIA V. QUEENSLAND 

1958 —Alctoria 4, Queensland 1, at Brisbane. 

1958—^Alctoria 3, Queensland 2, at Brisbane. 
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international section 


How AustiaUa has 


NEW ZEALAND 1922 

(IN NKW aEAI-AND) Kesults 

Kcsults 

Da.c Game Where Played N.Z. 

27/5/22 V. Wanganui—Wanganui.. 8 2 

01 76/22 V. Nslson—-Nelson .. . q 3 

3/6/22 v! Wenington--Welltngton •••••■•/.;. 2 1 

*7/A 799 V "Westland.—Greymouth * 4 1 

iy/6/i v! south Island-Christchurch . ;; g 1 

iV/V/ll ?,‘r-ieS\si Teet)llDunedm •• 1 % 

•• •• ■■ ^ ^ 

17 , 1 : •• I I 

IVvA V. Manawatu -Palmerston North. 

Games played, 14; Australia won 9. lost 4, 1 drawn. 

Goals: For, 40; Against, 22. 


NEW ZEAI^AND 1923 

(IN AUSTRALIA) 

Date Game Where Played Anst. N.Z. 

^^er^ou«^e-Sydney :: 1 I 

V Newcastle—Newcastle. 2 4 

v! Ipswich—Ipswich.* * 1 3 

V Queensland—^Brisbane. q 2 

- 2 1 

;; »fat2nT?St,-NewcastleI I 
V. Metropolis—Sydney . ^ ^ 2 3 

V. Granville—Granylle . _ 1 1 

V New South Wales—Sydney . ^ 4 

V Australia (3rd Test)—Sydney . ^ q 

V Maitland— Ccssnook. g 0 

V South Coast—Bulb . 

Games played, 15; Australia won 7, lost 6. 2 drawn. 

Goals: For, 29; Against, 28. 
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CHINA 1923 

(IN AUSTRALIA) 


Dale Game IITiere Played 


Results 
Aust. China 


11/8/23 V. 
15/8/23 V. 
18/8/23 V. 
22/8/23 V. 
25/8/23 V. 
29/8/23 V. 
1/9/23 V. 
3/9/23 V. 
8/9/23 V. 
12/9/23 V. 
15/9/23 V. 
19/9/23 V. 
22/9/23 V. 
26/9/23 V. 
29/9/23 V. 
3/10/23 V. 
5/10/23 V. 
9/10/23 V. 
12/10/23 V. 
16/10/23 V. 
19/10/23 V. 
23/10/23 V. 
26/10/23 V. 
10/11/23 V. 


New South Wales—Showground, Sydney .. 
Metropolis—Gricket Ground, Sydney . . .. 

Aust. (1st Test)—Cricket Ground, Sydney . 

Granville—Granville. 

Australia (2nd Test)—Newcastle. 

Newcastle—Newcastle . 

South Coast—^Wollongong . 

Maitland—Cessnock. 

Queensland—^Brisbane . 

Ipswich—Ipswich . 

Australia (3rd Test)—Brisbane. 

Tamworth- -Tamworth . 

Australia (4th Test)—Sydney . 

Metropolis—Harden. 

Australia XI—Melbourne. 

South Australia—^Adelaide . 

Australia (5th Test)--Adelaide. 

Victoria—Melbourne. 

Tasmania—-Hobart. 

South Tasmania—Hobrt..* 

Tasmania—^Launceston . * ] ’ ’ 

North Tasmania—Launceston .. . ! ! 

Victoria—^Melbourne.’ 

South Coast—^Woonona. !! i ] 


3 

4 
6 
2 
4 
7 
1 
2 
1 

4 

5 
0 
1 
3 
2 
2 
2 
1 
2 
1 
1 
0 
0 
0 


3 

2 

1 

2 

3 

1 

1 

2 

1 

2 

0 

0 

3 

2 

0 

6 

2 

3 
1 
8 

4 
6 
2 
0 


Date 


CANADA 1924 

(IN AUSTRALIA) 


Game Where Played 

V. Metropolis—Sydney. 

V. South Coast—^Woonona . . 

V. New South Wales — Sydney . . 
V. Granville — Slide Oval .. .. 

V. Newcastle—Newcastle .. .. 

V. Maitland—Cessnock. 

V. Brisbane—Brisbane . . . . 

V. Queensland — ^Brisbane 
V. Australia (1st Test)—Brisbane 

V. Ipswich—Ipswich . 

V. Tam worth—Tamworth . . .. 


V. Australia (2nd Test)—Sydney . 
V. Metropolis—Sydney . . . . 

V. South Coast—^Wollongong 
V. Australia (3rd Test)—Sydney ‘ ! 

V. Balmain—Sydney ... 

V. Australia (4th Test)—Newcastle ‘! 

V. Victoria—^Melbourne. 

V. Australian XI—Melbourne 
V. South Australia—Adelaide .’ 


Results 
Aust. Canada 
0 0 

0 2 

5 2 

0 0 

1 1 

0 4 

0 4 

0 4 

3 2 

0 2 

0 8 

0 1 

6 2 

2 2 

4 1 

0 1 

0 0* 

2 1 

0 3: 

0 a 
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V. Australia—Adelaide. 1 

V. Victoria—Melbourne. 1 

V. South Coast—Woonona. 1 

V. Maitland—Cessnock. 1 

V. Australia (5th Test)—Sydney . 1 

V. West Wallsend—Newcastle. 3 

Games played, 26; Australia won 8, lost 11, 7 draw-n 
Goals: For 32; Against, 46. 


4 

1 

0 

1 

1 

0 


Date 

7/5/25 

9/5/25 

14/5/25 

16/5/25 

20/5/25 

23/5/25 

27/5/25 

30/5/25 

3/6/25 

6/6/25 

8/6/25 

13/6/25 

17/6/25 

20/6/25 

24/6/25 

27/6/25 

20/6/25 

4/7/25 

8/7/25 

11/7/25 

15/7/25 

18/7/25 

21/7/25 

23/7/25 

25/7/25 

1/8/25 

3/8/25 


liNGLAND (PKOFESSIONAL) 1925 

(IN AUSTRALIA) 

Game Where Played 

V. Western Australia—Perth . 

V. Western Australia—Fremantle . 

V. South Australia—Adelaide. 

V. Australia (Exhibition)—Adelaide . 

V. Victoria—Melbourne. 

V. Australia (Exhibition) — ^Melbourne . . . . 

V. Cootamundra—abandoned (rain). 

V. New South Wales—Sydney . 

V. Metropolis—Sydney. 

V. Olliwarra District—Wollongong . 

V. New South Wales Sydney. 

V. Northern Districts — Newcastle . 

V. Ipswich and West Morton—Ipswich . . . . 

V. Queensland- -Brisbane . 

V. North Cdast—Bundaberg. 

V. Australia (1st Test) — Brisbane . 

V. Toowoomba—^Toowoomba. 

V. Australia (2nd Test)—Sydney . 

^ .. .a •• •• 

V. Australia (3rd Test) — Maitland . 

V. Maitland -Cessnock. 

V. Australia (4th Test)—Sydney . 

V. Granville District—Granville . 

V. Exhibition Match (mixed teams)—Sydney 

V. Australia (5th Test)—^Melbourne . 

V. Western Australia—Perth . 

V. Western Australia—Perth . 

Games played, 25; Australia won 0 lost 25. 

Goals: For 13; Against, 139. 


Results 
Aust. Eng. 
0 8 

0 7 

0 10 

1 4 

0 7 

0 5 

2 3 

1 3 

0 8 

1 4 

0 6 

0 3 

0 11 

0 9 

1 5 

0 6 

1 2 

0 3 

2 8 

1 4 

0 5 

1 6 

0 2 

1 5 

1 5 


CZECHO-SLO\ AKIA 1927 

(IN AUSTRALIA) 

Results 

Date Game WTiero Played Aust. Czech.-S. 

5/7/27 V. Western Australia—^Perth. 3 11 

7/5/27 V. Western Australia— Cottlesloe. 4 6 

11/5/27 V. Southern Australia—Adelaide. 1 11 

14/5/27 Australian XI—Adelaide. 1 2 

18/5/27 V. Victoria—^Melbourne. 0 1 
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2105/27 

25/5/27 

28/5/27 

1/6/27 

6/6/27 

11/6/27 

15/6/27 

18/6/27 

21/6/27 

23/6/27 

261Q121 

2/7/27 


V. Australian XI—MellDOurne . . 

V. Wagga—Wagga. 

V. New South Wales—Sydney .. 
V. South Coast—^Woonona . . 

V. Northern Districts—Newcastle . 
V. Australia (1st Test)—Sydney 
V. South Maitland—^Cessnock . . 
V. Queensland—^Brisbane . . . . 

V. Ipswich-West More ton—Ipswich 
V, Australia (2nd Test)—Brisbane 
V. Newcastle—Newcastle 

V. Metropolis—Sydney. 

V. Australia (3rd Test)—Sydney 
V. Western Australia — Cottlesloe , 


1 

0 

5 

1 

4 

4 
3 
3 
3 

5 
5 

3 

4 
2 


Games played, 19; Australia won 4, lost 13, 2 drawn. 
Goals: For 62; Against, 88. 


CHINA 1927 

(IN AFSTUALIA) 


Date 

14/527 

1805/27 

21/5/27 

25/5/27 

28/5/27 

4/6/27 

6 / 6/27 

11/6/27 

16/6/27 

22/6/27 

25/6/27 

2/7/27 

7/7/27 

9/7/27 

12/7/27 

13/7/27 

16/7/27 

18/7/27 

20/7/27 

23/7/27 

27/7/27 

30/7/27 

3/8/27 

4/8/27 

6/8/27 


Game Where Played 

V. New Soouth Wales--Sydney. 

X. Metropolis -Sydney. 

V. Newcastle—Newcastle . 

V. Victoria—Melbourne . 

V. South Australia—^Adelaide . 

V. Western Australia—Perth. 

V. Western Australia—Perth. 

V. Western Australia—Perth. 

V. South Australia—^Adelaide . 

Australian XI—^Adelaide. 

V. Victoria—Melbourne. 

Victoria—Melbourne. 

V. Vustralian XI—Melbourne . 

V, ’letropolis—Sydney. 

V. '‘.ustralia (1st Test)- -Sydney. 

V. Gladesville-Rye—Gladesville. 

V. Newcastle—^Newcastle . 

V. Australia (2nd Test)—Newcastle . 

V. Brisbane (under electric light)—^Brisbane .. 

V. Ipswich-West Moreton — Ipswich . 

V. Australia (3rd Test)—Brisbane . 

V. South Maitland -Cessnock . 

V. Hlawarra District -Wollongong . 

V. Gladesville-Ryde — Gladesville . 

V. Metropolis (under electric light)—Sydney . . 
V. South Maitland—Cessnock . 


Results 
Aust. China 

6 3 

2 0 

7 2 

3 4 

2 4 

1 4 

4 1 

4 1 

1 7 

0 3 

0 4 

4 3 

6 2 

0 4 

6 1 

1 3 

4 1 

7 4 

3 6 

2 0 

1 1 

3 3 

6 3 

2 0 

1 6 

4 2 


Gaines played, 27; Australia 'won 13, lost 11, 3 drawn. 
Goals: For 79; Against, 74. 
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DUTCH HAST INDIES 1931 

(IN DUTCH EAST INDIES) 


Results 


Games VlTiere Played Aust. D.E.I. 

V. Celebes—Macassar. 2 0 

V. H.M. Services—Sourabaya. 4 2 

V. Twlng Hwa—Sourabaya. J 2 

V. Singapore U.S.—Sourabaya. 4 2 

V. Batavia-—Batavia. " i 

V. Hercules—Batavia. ^ “ 

v. Chinese XI—Batavia. ^ ^ 

V. Batavia—Batavia. 4 u 

V. Bandoeng—Bandoeng . j ^ 

V. Sourabaya—Sourabaya. ^ ^ 

V. Java Chinese XI—Sourabaya. » \ 

V. T.H.O.R.- Sourabaya. « 2 

V. Macassar—Macassar. ^ ^ 


Games played, 13; Australia won 9, lost 3, 1 drawn. 
Goals: Eor, 37; Against, 18. 


NEW CALEDONIA 1933 


Dale 


Game Where Played 

New Caledonia—Noumea. 

New Caledonia—Noumea. 

New Caledonia- -Noumea. 

Games played, 3; Australia avoii 3, 
Goals: For, 13; Against, 6. 


Results 

Aust. New. Cal. 
2 1 
. . 4 2 

. . 7 3 


ENGLAND (AMATEIR) 1937 

(IN AUSTRALIA) 


Date Game 


Ground 


Results 
Aust. Eng. 


3/7/37 V. N.S.W.—Sydney Cricket Ground. 1 

6/7/37 V. North. Districts— Cessnock Sports Ground 4 

10/7/37 V. Australia—Sydney Cricket Ground. 5 

14/7/37 V. Queensland—Exhibition Ground, Brisbane .. l 

(Night Games) 

17/7/37 V. Australia—Exhibition Ground, Brisbane .. 0 

27/7/37 V. Australia—Newcastle Sports Ground .... 4 

24/7/37 V. Australian XI—Melb. Cricket Ground . . 3 

26/7/37 V. Victoria—Olympic Park, Melbourne .... 1 

(Night Game) 

29/737 V. South Australia—Adelaide Oval •••••• J 

2/8/37/ V. Western Australia—Subiaco Oval, Perth . . i 


Games played, 10; England won 8, lost 2, drawn nil. 
Goals: For, 47; Against 20. 


3 

5 

4 
2 

4 

3 

4 

6 

10 

6 
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INDIA 1938 

(IN AUSTRALIA) 

Game Ground 

South Australia—Hindmarsh Oval . . 

Victoria—Melbourne C.G. 

North. Districts—Cessnock Sports Ground 

Queensland—Exhibition Ground. 

(Floodlight) 

Australia (2nd Ttest)—^Exhibition Ground 

Ipswich—Ipswich Oval. 

Queensland XI—Toowoomba. 

Aust. (3rd Ttest)- Newcastle Sports Grd. 

South Coast—Woonona. 

Aust. (4th Test)—Show Ground, Sydney 

Granville—Clyde Oval. 

Australia (5th Test)—^Melbourne S.G. 
estern Australia—^W.A. Cricket Ground 

Western Australia—W.A. Cricket Ground 



Date 


20/8/37 

V. 

23/8/38 

V. 

27/8/38 

V. 

3/9/38 

V. 

10/9/38 

V. 

12/9/38 

V. 

13/9/38 

V. 

17/9/38 

V. 

20/9/38 

V. 

24/9/38 

V. 

27/9/38 

V. 

1/10/38 

V. 

8/10 V. 

V 

10/10/38 

V. 


Results 
India Aust./ 


Games played, 16; India won 7, lost 8, drawn 1, 
Goals: For, 62; Against, 57. 


Date 

24/6/40 

27/6/40 

1/7/40 

4/7/40 

8/1/40 

12/7/40 

15/7/40 

17/7/40 

18/7/40 

22/7/40 

25/7/40 

29/7/40 

30/7/40 

5/8/40 

7/8/40 

12/8/40 

16/8/40 

26/2/40 

28/8/40 


r‘ALESTlNE 1940 

(IN AUSTRALIA) 

Game Ground 

Victoria—Olympic Oval, Melbourne .. . . 

Victoria—Olympic Oval, Melbourne .. . . 

N.S.W.—Sydney Cricket Ground. 

North. District- -Cessnock S'ports Ground 
Aust. (1st Test)- Sydney Cricket Ground 
Queensland—Exhibition Ground, Brisbane 
Aust. (2nd Ttest)—Exhibition Grd., Bris. 
Queensland XI—Ipswich Res., Ipswich . . 

Queensland XI—^Toowoomba Oval. 

Aust. (3rd Test)—Sydney Cricket Ground 
South Coast—^W^oonona Footbal Ground 
Aust. (4th Test)—Newcastle Sports Grd. 
North. District—Cessnock Sports Ground 
Aust. (5th Test)—St. Kilda Oval, Melb. .. 
Victoria Olympic Oval, Melbourne . . .. 
South Aust.—Hindmarsh Oval, Adelaide 
South Aust.—Adelaide Oval, Adelaide . . 
Western Australia—Subiaco Oval, Perth .. 
Western Australia—Subiaco Oval, Perth . . 


Results 
Pales. Aust. 
7 1 


8 

4 
3 

5 
5 
1 
8 

13 

1 

3 
1 
2 

4 

3 

4 
8 


Ganie.s played, 19; Palestine won 10, lost 6, drawn 3. 
Goals:: P’or, 91; Against, 60. 
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jDate 

tl/5/41 

'1/6/41 

17/6/41 

8/6/41 

14/6/41 

16/6/41 

21/6/41 

24/6/41 

28/6/41 

29/6/41 

6/7/41 

6/7/41 

12/7/41 

15/7/41 

19/7/41 

23/7/41 

26/7/41 

30/7/41 

2/8/41 


Date 

19/4/47 

26/5/47 

30/4/47 

3/5/47 

7/5/47 

10/5/47 

13/5/47 

17/5/47 

21/5/47 

24/5/47 

27/5/47 

31/5/47 

4/6/47 

7/6/47 

11/6/47 

14/6/47 

16/6/47 


CHINA 1941 

(IN AUSTRALIA) 


Game Ground 

V. N.S.W.— Sydney Cricket Ground. 

v. South Coast—^Woonona Football Ground 
V. North. District—Newcastle Sports Ground 

V. Granville—-Clyde Oval, Granville. 

V. Victoria- -Melbourne Cricket Ground . . .. 

v. Victoria-- Carlton Football Ground. 

V. South Australia- Hindmarsh Oval.. 

V South Australia—Adelaide Cricket Ground 

V Australia (1st Test)--Melbourne C.G. 

V. Wagga Wagga— Wagga Cricket Ground ., 

V. Australia (2nd Test)—Sydney C.G. .. .. 

V Western Dist.—Recreation Grd., Lithgow 

V. Australia (3rd Test)—Sydney C.G.. 

V. Maitland Dist.—Cessnock Sports Cr<^nd 
V. Aust. (4 th Test)—Newcastle Sports Grd. 

V. Brisbane—Exhibition Ground. 

V Queensland—-Exhiibtion Ground. 

V. Ipswich- -Bundamba Football Ground . . 

V. Australia (5th Test)—Exhibition Ground 

Games played, 19; China won 14, lost 4, drawn 


SOUTH AFRICA 1947 

(IN AUSTRALIA) 


Game Ground 

V. Western Australia—Subiaco Oval, Uerth . . 
V. Australian XI —Norwood Oval, Adelaide . . 

V. Australian XI — Melbourne C.G. 

V. New South Wales—Sydney C.G.. 

V South Coast- -Woollongong Show Ground 

v’ Australia (1st Test)Sydney C.G.. 

V. Northern Dist.—Cessnock Sports Ground 

V Queensland—Brisbane Cricket Ground . . 
v! Brisbane -Brisbane Exhibition Ground . . 

(Under Electric Light) 

V. Australia (2nd Test)—Brisbane C.G. 

V. Ipswich—Ipswich Aeserve. 

V. Australia (3rd Test)—Sydney Show Grd. 
V. Northern District—Newcastle Sports Grd. 
V. Aust. (4th Test)—Newcastle S. Ground .. 
V. South Coast—Bulli Football Ground . . . . 

V. Aust. (5th Test)—Sydney Show Ground 
V. New South Wales—Henson Park, Sydney 

Goals: For, 1; Against, 38. 
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Results 
China Aust. 
4 6 

4 2 

5 3 

7 4 

7 2 

8 3 

9 1 

4 1 

6 4 

13 1 

2 4 

3 2 

5 2 

5 3 

2 5 

8 1 

8 0 

3 3 

4 8 

1 . 


Results 
Aust. S.A. 
2 12 

2 3 

4 5 

4 5 

1 2 

1 2 

1 5 

1 10 

1 9 


2 4 
0 5 

3 3 
1 3 
5 1 
0 2 
1 2 
1 2 






















































OFFICIAL. TOUK 
Vnofflcial Matches 
New Lambton Oval, N’castle 1 

/o/fZ Goulburn—Goulburn Sports Ground ... o 

5/?/iZ Victoria—Melbourne Cricket Ground .... o 

q/f/a 7 Z’ Australia, Alberton Oval, Adelaide 0 

'iV/hil Australia, Alberton Oval, Adelaide 0 

16/8/47 y. Western Districts, Lithgow Show Ground 0 

Oihciaj Games played, 17; Australia won 1, lost 15, drarni 1. 
Goals: For, 30; Against, 75. 
t nofllcial Gaines played, 6; Australia won nil, lost 6. 


/ 

I 


NEW ZEALAND 1948 

(In NEW ZEALAND) 


iDate 

4/8/48 

7/8/48 

11/8/48 

14/8/48 

18/8/48 

E21/8/48 

'25/8/48 

29/8/48 

1/9/48 

4/9/48 

8/9/48 

11/9/48 

1379748 


"Where Pla-yed 

V. Auckland Province—Hamilton. 

v. Auckland —Auckland.* 

v. Minor Associations- Palmerston North 
V. New Zealand (1st Test)—Wellington . . . . 

V. Canterbury—Christchurch . . . . . 

V. South Island- Timaru . . . . , i . 

V. Otago—Dunedin.. 

V. New Zealand (2nd Test)—Christchurch !! 

V. Wellington Wellington. 

V. New Zealand (3rd Test)—Wellington . . ! ! 

V. Rotorua—Roloura. 

V. New Zealand (4th Test)—Auckland .’. * !! 

V. Auckland—Auckland. 

Games played, 13; Australia won 13. 
Goals: For, 90; Against, 4. 


Results 
Aiist.. .N.Z. 
6 0 

5 0 

6 1 

6 0 

3 1 

11 0 

0 0 

7 0 

7 0 

4 0 

13 0 

8 1 

8 0 


IIADJLK JUGOSLAVIA 1919 

(IN AUSTRALIA) 

Dale Games Wliere Played A^st.^^^H.J. 


23/7/49 V. 
27/7/49 V. 
30/7/49 V. 
1/8/49 V. 
1/8/49 V. 
Aug., 49 V. 
10/8/49 V. 
13/8/49 V. 
14/8/49 V. 
20/8/49 V. 
24/8/49 V. 
27/8/49 V. 
28/8/49 V. 
31/8/49 V. 
3/9/49 V. 


N.S.W.^—-Sydney. 

South Coast —Wollongong 
Australia (1st Test)- Sydney . . 

Metropolis—Sydney. 

Australia (2nd Test)—Sydney . . 
Australia (2nd Test)—-Sydney .. 

Victoria—Melbourne. 

Australian XI—Melbourne . . . . 
Broken Hill—Broken Hill . . . . 

Queensland—Brisbane .. .. . , . 

Brisbane—Brisbane. 

Australia (Srd Test)—BrisDane . . 

Ipswich Bundamba. 

New South Wales—Newcastle . . 
Australia (4th Test)^—Newcastle 


1 3 

1 4 

2 3 

3 6 

0 3 

0 3 

3 3 

0 6 

0 5 

0 10 

0 7 

3 6 

0 4 

1 4 

2 1 
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\ 4/9/49 V. Australia (5th Test)—Sydney. 2 

17/9/49 V. Australian XI—Sydney. o 

19/9/49 V. South Australia Adelaide. ! . ! ! 0 

24/9/49 V. Western Austi’a a- Perth. 0 

2(7/9/49 V. Western Australia—Sublaco. 0 


Games played, 20; Australia won 1, lost isi diawn 1. 
Goals: For, 19; Against, 111, 


3 

1 

7 

14 

12 


SOUTH AFRICA 1950 

(IN SOUTH AFRICA) 


TA * .r, Results 

f^a-mes Where Played Aust. S.A. 

24/5/50 V. Western Province Capetown. 2 1 

27/5/50 V. Southern Transvaal--Johannesburg .... 1 l 

31/5/50 V. Northern Transvaal—PretOiia. 3 5 

3/6/50 V. Natal —Durban. i 2 

7/6/50 V. Orange Free State—Bloemfontein. 2 1 

10/6/50 V. Eastern Transvaal—Benoni. 2 2 

14/6/.50 v. Southern Rhodesia—Salisbury. 5 0 

17/6/50 v. Southern Rhodesia -Bulawayo. 4 1 

21/6/50 v. Natal—Maretzburg. 2 

24/6/50 v. South Africa (1st Test)- -Durban.! 2 

28/6/50 v. North Transvaal Country -Wilbaulk .... 9 

1/7/50 v. South Africa (2nd Test) -Johannesburg .. 1 

8/7/50 V. South Africa (Srd Test)—Port Elizabeth 2 

■’2/7/50 V. Gugualand West—Kimberley. 7 

a 5/7/50 V. Frontier—East London. 4 

19/7/50 V. South Western Country—Mossee Bay .. 13 

23/7/50 V. South Africa (4th Test)—-Capetown .... 2 

25/7/50 V. W'estern Province—Capetown. 3 

Games played, 18; Australia won 10, lost 5, drawn 3, 

Goals: For, 65, Against, 26. 


AN At’STRALIAN XI v. NEW CALEDONIA 1950 

(IN NOUMEA) 


Date 

19/9/50 

19/9/50 

23/9/50 

26/9/50 


Results 

Games Where Played Aust. N.Cal. 

New Caledonia Noumea. o 1 

New Ca\edonla Noumea . 4 2 

New Caledonia—Noumea. 1 3 

New Caledonia—Noumea. 3 2 


Games played, 4; Australia won 2, lost 2. 
Goals: For, 8, Against 8. 


Date 

16/5/51 

19/5/51 

22/5/51 

26/5/51 

30/5/51 


ENGLAND (PROFESSIONAL) 1951 

(IN AUSTRALIA) 

Game \Miere Played 

New South Wales—Sydney Showground . . 
New South Wales—Sydney Showground . . 
Metropolis—Sydney Cricket Ground . . . . 

Australia (1st Test)—Sydney C.G. 

Northern Dist.—^Cessnock Sports Ground 


Results 
Eng. Aust, 

1 0 

8 1 

0 2 

4 1 

7 1 
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21Q!^1 V. N.S.W.—Newcastle Sports Ground. 3 

6/6/51 V. Victoria—^Melbourne Cricket Ground .... 1 

9/6/51 V. Victoria—Melbourne Cricket Ground .... 7 

n/6/Dl V. Australian XI—Richmond C.G. 6 

16/6/51 V. Tasmania- Hobart Oval. 11 

19/6/51 V. Tasmania—Launceston. 17 

23/6/51 V. Australia XI—Adelaide Oval. 13 

30/6/51 V. Australia (2nd Test)—Sydney C.G . *17 

4/7/51 V. Queensland — Brisbane Cricket Ground .... 7 

7/7/51 V. Australia (3rd Test)-—Brisbane C.G . 4 

11/7/51 V. Central Queensland—Bundaberg Oval .... 13 

14/7/51 V. Australia (4th Test) — Sydney Showground 6 

18/7/51 V. Granville DistrictJParramatta Oval .... 5 

21/7/51 V. Australia (5th Test)—Newcastle S’.G. 5 

22/7/51 V. South Coast — ^Wollongong Showground .... 2 

Games played, 20, Australia lost 20. 

Goals: For, 14; Against, 163. 


1 

0 

0 


1 

0 

1 

1 

1 

1 

2 

0 

0 


CHINA 1953 

(IN AUSTRALIA) 


Results 


Date 

18/7/53 

V. 

Game Where Played 

N.S.W.—Sydney. 

Aust. 

. . . 4 

China 

3 

21/7/53 

V. 

Mctropoli.s—Sydney. 

. . . 0 


25/7/53 

V. 

Australia (1st Test), Sydney. 

. . . 1 

4 

29/7/53 

V, 

Northern Districts—Cessnock. 

, . . 2 

2 

1/8/53 

V. 

An Australian XI—Newcastle. 

. . . 5 

2 

5/8/53 

V, 

Queensland—Brisbane. 

2 

5 

8/8/53 

V. 

Australia (2nd Test), Brisbane. 


1 

12/8/53 

V. 

Queen.sland—Brisbane. 


3 

15/8/53 

V. 

Australia (3rd Test), Sydney. 

. . . 3 

3 

16/8/53 

V. 

South Coast—^Wollongong. 

. . . 2 

6 

22/8/53 

V. 

Victoria—Melbourne. 

0 

4 

26/8/53 

V. 

Tasmania—^Hobart. 

. . . 4 

6' 

29/8/53 

V. 

Australia (4th Test), Melbourne .. , 

. . . 2 

3 

2/9/53 

V. 

Continental XI—Melbourne. 

. . . 2 

6 

5/9/53 

V. 

Australia (5th Test), Adelaide. 

. . . 5 

0 

8/9/53 

V. 

South Australia- -Adelaide. 

. .. 2 

2 


Games played, 16, Aiist. won 3 lost 10, drawn 3. 
Goals: For, 35; Against, 69(. 


NEW ZiEALANI) v. AUSTRALIA 

(IN AUSTRALIA) 


mate 

4/8/54 

7/8/54 

11/8/54 

14/8/54 

18/8/54 

21/8/54 

25/8/54 


Game Where Played 

South Australia—Adelaide . . . . 
Australian XL -Adelaide . . . . 

Victoria- Melbourne. 

Australia (1st Test)—Melbourne 

Granville. 

New South Wales—Sydney . . 
Queensland—Brisbane. 


Results 
Aust. N.Z. 

2 3 

1 3 

2 1 

1 2 

3 0 

1 4 

2 2 


102 


28/8/54 v. Australia (2nd Test)—Brisbane. 4 i 

28/8/54 V. Northern District—Wallsend. ] l 

4/9/54 V. Australia (3rd Test)—Sydney. 4 i 

5/9/54 V. South Coast—^Wollongong. 4 4 


Games played, 11; Australia won 4, lost 6, drawn 3. 
Goals: For, 25; Against, 22. 


Date 


SOITH CHINA TOIR OF AfSTKALIA, 1955 

Results 

Game Where Played China 0pp. 


13/7/55 V. 
16/7/55 V. 
17/7/55 V. 
2017/55 V. 
23/7/55 V. 
24/7/55 V. 
27/7/55 V. 
29/7/55 V. 
31/7/55 V. 
3/8/55 V. 
0/8/55 V. 
7/8/55 V. 
13/8/55 V. 
15/8/55 V. 
20/8/55 V. 
21/8/50 V. 


Victoria—Melbourne. 

Australian XI—Melbourne . . . . 
Continental XI—Melbourne . . .. 

Tasmania—Hobart. 

New South Wales—Sydney . . . . 

South Coast—Wollongong. 

South Australia- -Adelaide . . . . 
Australian XI Adelaide . . . . 

Northern Districts—Cessnock . . . 

Queensland—Brisbane. 

Australia (1st Test)—Brisbane 

Queensland- -Bundamba. 

Australia (2nd Test)--Sydney . . 
Austria-Rapid—Melbourne . . . . 

Austria-Rapid —Sydney. 

Australia (3rd Test)—Newcastle 


6 1 

5 3 

5 3 

11 2 

11 1 

4 4 

12 0 

5 3 

3 3 

5 4 

5 0 

2 2 

1 6 

0 7 

5 8 

1 0 


Games played, 16; vSoiith China w'on 10, lost 4, drawn 2. 
Goals; For, 80; Against, 48. 


AUSTRIA-RAPID TOUR OF AUSTRALIA 1955 


Dale 


Game Where Played 

Results 
A.R. 0pp. 

2/7/55 

V. 

New South Wales—Sydney. 

7 

1 

6/7/55 

V. 

Metropolis—Sydney. 

9 

4 

9/7/55 

V. 

Australia (1st Test)—Sydney. 

6 

2 

10/7/55 

V. 

New South Wales XI — Bulli. 

4 

4 

13/7/55 
i0/7/55 
20/7/55 

V. 

Northern Districts—Cessnock. 

10 

1 

V. 

Australia (2nd Test)—Newcastle. 

5 

1 

V, 

Queensland—Brisbane. 

8 

1 

23/7/55 

V. 

Australia (3rd Test)—^Brisbane. 

5 

3 

27/7/55 

V. 

Victoria—Melbourne. 

11 

0 

30/7/55 

V. 

Australia (4th Test)—Melbourne. 

4 

1 

31/7/55 

V. 

Victoria—Melbourne. 

3 

1 

3/8/55 

V. 

South Australia Adelaide. 

14 

2 

6/8/55 

V. 

Western Australia—Perth. 

6 

1 

19/8/55 

V. 

Western Australia—^Perth. 

10 

0 

13/8/55 

V. 

Australian XI—Adelaide. 

8 

2 

15/8/55 

V. 

China—Melbourne. 

7 

0 

17/8/55 

V. 

Australia (5th Test)—Sydney. 

2 

3 

20/8/55 V. 
Games 

China—Sydney. 

played, 18; Austria-Rapid won 16, lost 1, 

8 

drawn 1. 

4 


Ouals: For, 127; Against 31. 
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SOUTH AFRICAN TOUR OF AUSTRALIA, 


Date 

20/8/55 

24/8/55 

27/8/55 

31/8/55 

3/9/55 

7/9/55 

30/9/55 

14/9/55 

17/9/55 

19/9/55 

24/9/55 


Where Played 

Western Australia—Perth. 

Metropolis- Sydney. 

New South Wales -Sydney . . . . . . ’!’ 

Queensland—Brisbane. 

Australia ( 1 st Test)—Brisbane .... ! ! 

Victoria—Melbourne. 

Australia ( 2 nd Test)—Melboui-ne .” 

South Australia—Adelaide. 

Australia (3rd Test)—Adelaide . 

Continental XI Adelaide. 

Australia (4th Test)—Sydney. 

Australia (5th Test)—Newcastle . . . . ! . 

South Coast—^Wollongong. 

Western Australia--Perth. !! 

Carnes played, 14; South Africa won 14. 
Goals: For, 58; Against 14. 


1955 

Results 
S.Af. Opp. 
2 1 

4 2 

2 0 

3 2 

3 0 

3 2 

2 0 

7 1 

8 0 

4 1 

4 1 

4 1 

8 3 

2 1 


EASTERN ATHLETIC ASSOCIATION INTERNATIONAL 
TOURS 1957 

(IN AISTUAMA) 


ir> JL } 

Game Where Played Fo^^Agalnst 

3/7/57 V. South Coast—Wollonging. 3 3 

V. Northern Districts -Wallsend 3 3 

13 / 7/57 V. Australia- -Sydney. ’ 1 4 

15/7/57 V. Austria F.K.- -Sydney.2 5 

17/7/57 V. Feverancvaros—Sydney. 3 g 

20/7/57 V. Australia—Brisbane. 2 2 

25/7/57 V. Queensland—Brisbane. 5 3 

27/7/57 V. Feverancvaros- -Brisbane.. . , ! ! 3 10 

28/7/57 V. Lismore District—Dismore. 7 0 

31/7/57 V. Cessnock F.C. Cessnock.! 5 1 

'*^/8/57 V. Feverancva’"os—Wallsend. 2 2 

7/8/57 V. Australia XI—Hobart.[ 2 2 

10/8/57 V. Australia- -Melbourne. 1! 1 2 

11/8/57 V. Victoria—Melbourne. 2 1 

■•^/8/57 V. South Australia—Adelaide.. . . ! 4 4 

17/8/57 V. Western Australia—Perth. 6 2 

18/7/57 V. Western Australia—Perth. 2 0 

(ianies nlaverl. n? liincin Al llTniiyi A R n 


(ianies played, 17; Eastern Athletic Association won 6 , lost 6 , drawn 6 , 
Goals; For, 52; Against, 52. 


Date 

29/6/57 

30/6/57 

3/7/57 

6/7/57 


FEVERANCVAROS TORNA F.C. 1957 


(IN AUSTRALIA) 

Game Wliere Played 

Western Australia- Perth . . . 

Western Australia—Perth . . . 

South Australia—-Norwood . . . 
Australian XI Norwood . . 


Results 
For Against 
6 1 

9 0 

13 4 

3 0 
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7/7/57 V. Victoria -Melbourne .. 6 

10/7/57 V. Australian XI—Hobart. 3 

13/7/57 V. Austria F.K.—Melbourne . 3 

17/T/57 V. Eastern Athletic Association—Sydney .... 8 

20/7/07 V. Austria F.K.—Sydney. 2 

21/7/57 V. South Coast—Bulli. 5 

24/7/57 V. Northern Districts—-Newcastle . 4 

27/7/57 V. Eastern Athletic Association—Brisbane . . 10 

28/7/57 V. Queensland—Bundamba. 5 

31/7/57 V. Australia—Sydney. 6 

3/6/57 V. Australia^—^Sydney. 9 

4/8/57 V. Eastern Athletic Association—Wallsend . . 2 


1 

2 

1 

3 

3 

3 

3 

2 

1 

1 

2 

2 


Games played, 10; Feverancvaros Torna F.C. won 14, lost 1, drawn 1. 
Goals: For, 94; Against, 29. 


Date 

29/6/57 V. 
3/7/57 V. 
6/7/57 V. 
13/7/57 V. 
14/7/57 V. 
15/7/57 V. 
17/7/57 V. 
20/7/57 V. 
14/8/57 V. 
16/8/57 V. 
12/8/57 V. 
Games 


AUSTRIA F.K. 1957 

(IN AUSTRALIA) 

Results 

Game Where Played For Against 

Australia—-Wallsend. 3 2 

Northern Districts—Cessnock. 4 1 

Australia—Sydney. 8 3 

Feverancvaros—Melbourne. 1 3 

Victoria^—^Melbourne. 7 2 

Eastern Athletic Association—Sydney .... 5 2 

South Coast- Wollongong. 2 0 

Feverancvaros Sydney . 3 2 

Granville Di.stn'ct—Granville . 9 4 

Australia Sydney. 5 1 

New South Wales—Sydney. 5 1 


played, 11: Austria F.K. won 10, lost 1, drawn nil. 
Goals: For, 52; Against, 21. 


BLACKPOOL FOOTBALL CLUB TOl R 1958 

Date: Game: Aiist; Blackpool: 


3rd May 1958 v. Australia. Sports Ground--Sydney. 2—5 

4th May 1958 v. New South Wales. Wallsend Football Gd. 0 —8 

10th May 1958 v. Australia. Sports Ground, Sydney. 2 —8 

11th May 1958 v. New South Wales. Wollongond Showground 2 7 

13th May 1958 v. Queensland. Exhibition Ground, Brisbane . . 0 -9 

17th Mav 1958 V. Australia. Cricket Ground, Brusband . . . . 2—4 

20th May 1958 v. Northern Dlstr. Cessnock Sports Ground 1—6 

24th May 1958 v. Australia, Adelaide Oval. 0—1 

25th May 1958 v. Victoria. Olympic Park, Melbourne. 0—8 

28th May 1958 v. Tasmania. Hobart Oval. Abando’^ed on acc. weather 

31st May 1958 v. Australia. Olympic Park, Melbourne . . . . 0—7 


2nd June 1958 v. Western Australia. W.A. Cricket Gr., Perth 0—2 
IthJune 1958 v. South Australia. Norwood Oval, Adelaide. 0—2 


9-67 


Games played 12, Blackpool won. 12 Goals for—67—against—0 
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XEW ZEAlrAND 1958 

Ten (10) ganies_ were played, of these, seven ( 7 ) were won, one (1) 


lost and two ( 2 ) dra^fn. ' ' " * '' 

Aug. 2 V. Auckland Province. i o 

5 V. Wellington . . */. o _ 2 

6 V. Nelson Combined. 6 0 

9 V. South Island (Dunedin)..' ! .* '3 — 0 

12 V. South Canterbury Combined. lo o 

13 V. Canterbury Province.] ’ ‘ ' o _ a 

16 V. New Zealand (First Test).' 3 2 

20 V. Taranaki Combined Team .. .. g 1 

21 V. Waikato." “ .5 — 2 

23 V. New Zealand (Second Test) .. !! 2 2 


48 — 11 

HEART OF MIDEOTIIIAN F.C. TOFR 1959 


Hate Game 

9/5/59 V. Australia —- Sydney. ^ 7 

10/5/59 V. Australian XI — Newcastle .. .. .. 1 a 

12/5/59 V. Queensland — Brisbane. ' ' ’ 3 _ 3 

16/5/59 V. Australia — Brisbane . ' .V /. ..’ . 1 7 

18/5/59 V. Northern Districts — Newcastle . . 2 _s 

23/5/59 V. Australia — Sydney. ' ^ y 

24/5/59 V. South Coast — Wollongong 0 — 7 

27/5/59 V. Tasmania — Hobart. ^ ^ 

30/5/59 V. Australia — Melbourne .. . . . .’ . 1 9 

31/5/59 V. Victoria — Melbourne.. . . 0 _ 5 

6/6/59 V. Australia — Adelaide .. . . . . 0 _ 6 

7 / 6/59 V. Victoria — Melbourne. ± 7 

10/6/59 V. South Australia — Adelaide . . . . . . . . ...... 0 8 

13/6/59 V. Australian XI — Perth.. . .! 0_9 

15/6/59 V. West Australia — Perth. 0 10 


Games played 16 Hearts, Won 14, Drew 1, Goals for 108 Against 12. 


“SOCCER NEWS” 

1 /- 

At All Soccer Gi*oiiai4ls 
Tlia*oasglioiit Victoria 
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ENGLAND v. SCOTLAND 


Goals Goals 


Year Hate Venue Eng. 

Scot 

YeaT Hate 

Venue Eng. Scot 

1872 Nov. 

30 Glasgow 

0 

0 

1922 April 

8 Aston 

0 

1 

1873 Mar. 

8 Kenn. Oval 

4 

2 

1923 April 

14 Glasgow 

2 

2 

1874 Mar. 

7 Glasgow 

1 

2 

1924 April 

12 Wembley 

1 

1 

1875 Mar. 

6 Kenn. Oval 

2 

2 

1925 April 

4 Glasgow 

0 

2 

1876 Mar. 

4 Glasgow 

0 

3 

1926 April 

17 Manchester 

0 

1 

1877 Mar. 

3 Kenn. Oval 

1 

3 

1927 April 

2 Glasgow 

2 

1 

1878 Mar. 

2 Glasgow 

2 

7 

1928 Mar. 

31 Wembley 

1 

6 

1879 April 

5 Kenn. Oval 

6 

4 

1929 April 

13 Glasgow 

0 

1 

1880 Mar. 

13 Glasgow 

4 

5 

1930 April 

5 Wembley 

5 

2 

1881 Mar. 

12 Kenn. Oval 

1 

6 

1931 Mar. 

28 Glasgow 

0 

2 

1882 Mar. 

11 Glasgow 

1 

5 

1932 April 

9 Wembley 

3 

0 

1883 Mar. 

10 Sheffield 

2 

3 

1933 April 

1 Glasgow 

1 

2 

1884 Mar. 

15 Glasgow 

0 

1 

1934 April 

14 Wembley 

3 

0 

1885 Mar. 

21 Kenn. Oval 

1 

1 

1935 April 

6 Glasgow 

0 

2 

1886 Mar. 

31 Glasgow 

1 

1 

1936 April 

4 Wembley 

1 

1 

1887 Mar. 

19 Blackburn 

2 

3 

1937 April 

17 Glasgow 

1 

3 

1888 Mar, 

17 Glasgow 

5 

0 

1938 April 

9 Wembley 

0 

1 

1889 April 

13 Kenn. Oval 

2 

3 

1939 April 

15 Glasgow 

2 

1 

1890 April 

5 Glasgow 

1 

1 

*1939 Dec. 

2 Newcastle 

2 

1 

1891 April 

6 Blackburn 

2 

1 

*1940 May 

11 Glasgow 

1 

1 

1892 April 

2 Glasgow 

4 

0 

*1941 Feb. 

8 Newcastle 

2 

3 

1893 April 

1 Richmond 

5 

2 

*1941 May 

3 Glasgow 

3 

1 

1894 April 

7 Glasgow 

2 

2 

*1941 Oct. 

4 Wembley 

2 

0 

1895 April 

6 Everton 

3 

0 

*1942 Jan. 

17 Wembley 

3 

0 

1896 April 

4 Glasgow 

1 

2 

*1942 April 

18 Glasgow 

4 

5 

3897 April 

3 Cryst. Pice 

1 

2 

*1942 Oct. 

10 Wembley 

0 

0 

1898 April 

2 Glasgow 

3 

1 

*1943 April 

17 Glasgow 

4 

0 

1899 April 

8 Birm.gham 

2 

1 

*1943 Oct. 

16 Manchester 

8 

0 

1900 April 

7 Glasgow 

1 

4 

*1944 Feb. 

19 Wembley 

6 

2 

1901 Mar. 

30 Cryst. Pice 

2 

2 

*1944 April 

22 Glasgow 

3 

2 

1902 May 

3 Birm.gham 

2 

2 

*1944 Oct. 

14 Wembley 

6 

2 

1903 April 

4 Sheffield 

1 

2 

■"1945 Feb. 

3 Aston 

3 

2 

1904 April 

9 Glasgow 

1 

0 

*1945 April 

14 Glasgow 

6 

1 

1905 April 

1 Glasgow 

1 

2 

tl946 April 

13 Glasgow 

0 

1 

1906 April 

7 Glasgow 

1 

0 

1947 April 

12 Wembley 

1 

1 

1907 April 

6 Newcastle 

1 

1 

1948 April 

10 Glasgow 

2 

0 

1908 April 

4 Glasgow 

1 

1 

1949 April 

9 Wembley 

1 

3 

1909 April 

3 Cryst. Pice 

2 

0 

1950 April 

15 Glasgow 

1 

0 

1010 April 

2 Glasgow 

0 

2 

1951 April 

14 Wembley 

2 

3 

1911 April 

1 Everton 

1 

1 

1952 April 

5 Glasgow 

2 

1 

1012 Mar. 

23 Glasgow 

1 

1 

bl953 Mar. 

11 Edinburgh 

2 

2 

1913 Mar. 

5 Chelsea 

1 

0 

1953 April 

18 Wembley 

2 

2 

1914 April 

4 Glasgow 

1 

3 

1954 

Glasgow 

4 

2 

tl919 April 

26 Everton 

2 

2 

1955 April 

2 Wembley 

7 

2 

tl919 May 

3 Glasgow 

4 

3 

1956 April 

Glasgow 

1 

1 

1920 April 

10 Sheffield 

5 

4 

1957 April 

Wembley 

2 

1 

1921 April 

9 Glasgow 

0 

3 

1958 April 

1959 April 

Glasgow 

Wembley 

3 

1 

0 

0 


* War-time International, 
t Victory International. 

1 ‘b’ Team. 
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F. A. OHAXLEJTGE cup WINNERS IS72-I959 

Venues 


1872 

1873 

1893 

1894 
Veav 
1972 

1873 

1874 

1875 

1876 

1877 

1878 

1879 

1880 
1881 
1882 

1883 

1884 
1886 
1886 

1887 

1888 

1889 

1890 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 
1890 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 
1900 
1910 


1874-92 Kennington Oval 
. . Lillie Briage 
.. Fallowfield, Manchester 
• . . . Everton. 

Winners 

Wanderers. 

Wandercis .. * .* * * *’ 

Oxford University . . . . ] * 
Royal Engineers . . . . 

Wanders.. 

Wandeis . . . . ’ * ' *. 

‘Wanders.’ [ ] .. 

Old Estonians.. * ’ ’ 

Clapliam Rovers . . ,1^-^ 

Old Carthusians . . . 

Old Estonians. 

Blackburn Olympic .. 

Blackburn Rovea’s . . 

Blackburn Rovers .! !! i I * ' 
t Blackburn Rovers 
Aston Villa .. .. V. '* 

West Bromwich Albion. 

Preston North End . . . ‘ ‘ 

Blackburn Rovers .. 

Blackburn Rovers . . !! ’ ‘ ' 

West Bromwich Albion ’.’. 
Wolverhampton Wand. 

Notts County . . 

Aston Villa .. " 

Shefiield Wednesday .. 

Aston Villa. ' ’ ' ‘ 

Nottingham Forest .. 

Sheffield United ... . 

Bury.* ’ ‘ ■ ■ 

Tottenham Hotspur 

Sheffield United .. .. 

Bury.. 

Manchester City .. . . .. 

Aston Villa. 

Everton. ‘ ‘ ’ 

Sheffield Wednesday . . 

Wolverhampton Wand . 

Manchester United . . 

Newcastle United , . . 


Crystal Palace 
90 Trafford, Manch. 
1920-22 Stamford Bridce 
1923 to date Wembley 

Opponents Score 
•Koyal Engineers .. .. i-n 
Oxford University , . . o-O 
Royal Engineers . . ’ o-n 

Old Etonians .. . . ’ o-ot 

Old Etonians . . . . [ * o.nt 

Oxford University . . 2 - 0 § 

Royal Engineers . . . . 3-1 

Clapham Rovers .. .. i_o 

Oxford University .. .. i_o 
Old Etonians ., . [ 3 .Q 

Blackburn Rovers .. i-o 
Old Etonians . . . . .* * 2 -IS 

Queen’s Park, Glasgow 2-1 
Queen’s Park. Glasgow 2-0 
West Bhomwich Albion 2-Oi 
West Bromwich Albion 2-0 
Preston North End .. 2-1 
Wolverhampton Wand 3-0 
Sheffield . Wednesday . . 6-1 

Notts County .. 01 

Aston Villa .. ‘ “ o.n 

Everton . .q 

Bolton Wanders , . . 4.1 

West Bromwich Albion ’ 1-0 
Wolverhampton Wand 2-1 

Everton.\ o.o 

Derby County . . . *' 3.1 

Derby County .. .. ‘ ' I.] 

Southampton.‘ 4 .a 

Sheffield United ., . 3.11 

Southampton , . ' 9 t * 

Derby County . . V. ! ! 6 - 0 * 

Bolton W'anders . . i_o 
Newcastle United . . ’o.o 
Newcastle United , . “ T.o 
Everton . . .. ’ ’ 2 1 

Newcastle United ’.’ ' ‘ 0.1 

Briston City .... * 10 

Barnsley.’ ‘ ‘ g-oj 


Won out-ight, but restored to the Association. 

i awarded for third consecutive win. 

* After drawn game. 

§ During extra time. 


108 


H A. CHAnnENGB CUP WINNERS, 1872-1959 


(Continued) 


Year 

1911 

1912 

1913 

1914 

1915 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937 

1938 

1939 
1946 
1047 

1948 

1949 

1950 

1951 

1952 

1953 

1954 
1055 

1956 

1957 

1058 

1059 


Winners 

Bradford City . . . . 

Barnsley. 

Aston Villa. 

Burnley. 

Sheffield United . . . . 

Aston Villa. 

Tottenham Hotspur . . 
Huddersfield Town . . 
Bolton Wanderers . . 
Newcastle United . . 
Sheffield United .. .. 
Bolton Wanders . . .. 

Cardiff City. 

Blackburn Robers . . 
Bolton Wanderers .. 

Arsenal. 

West Bromwich Albion 
Newcastle United . . 

Everton. 

Manchester City . . . 

Sheffield Wednesday .. 

Arsenal. 

Sunderland. 

Preston North End .. 

Portsmouth. 

Derbly County . . . . 
Charlton Athletic .. 
Manchester United . . 
Wolverhampton Wand. 

Arsenal *. 

Newcastle United . . 
Newcastle United .. 

Blackpool. 

West Bromwich Albion 
Newcastle United .. 
Manchester City . . . . 

Aston Villa. 

Bolton Wanderers . . 
Notts Forrest. 


Opponents Score 

. . Newcastle United .. .. l-Of 

. . West Browwich Albion l-Of 

. . Sunderland. 1-0 

. . Liverpool. i-o 

.. Chelsea. 3-0 

. . Huddersfield Town . . ., l-0§ 

. . Woverhampton Wand. . . 1-0 

. . Preston North End .... 1-0 

. . West Ham United , . . . 2-0 

. . Aston Villa. 2-0 

. . Cardiff City. l-O 

.. Manchester City. 1-0 

. . Arsenal. i-o 

. . Huddersfield Town . . .. 3-1 

.. Portsmouth. 3-1 

. . Huddersfield Town .. .. 2-0 

. . Birmingham. 2-1 

. . Arsenal. 2-1 

. . Manchester City . . . . 3-0 

. . Portsmouth. 2-1 

.. West Bromwich Albion 4-2 

. . Sheffield United. l-O 

. . Preston North End . . . . 3-1 

. . Huddersfield Town . . . . 1-0§ 

. . Wolvernhampton Wand. 4-1 
. . Charlton Athletic . . .. 4-l§ 

. . Burnley. i-o§ 

. . Blackpool.3-2 

. . Leicester City. 3-1 

. . Liverpool.2-0 

.. Blackpool. 2-0 

.. Arsenal. 1-0 

. . Bolton Wanders. 4-3 

. . Preston North End . . .. — 

. . Manchester City.3-1 

. . BIhmingham. 3-1 

.. Manchester United . . .. 2-1 

. . Manchester United . . . 2-0 

. . Luton Town. 2-1 


* Won outright, but restored to the Association, 
t A special trophy was awarded for third consecutive win. 
t After drawn game. 

§ During extra time. 
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THE RULES OF SOCCER 

LAW 1.—THE FIELD OF PLAY. 


The field of play and appurtenances shall be as shown 
in the following plan:— 


MAX/MUM ICO YDS MINIMUM SO YDS. 


corner ___.. ' '''' ■ *'— 

^ --- CORNER 
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(1) Dimensions.—The field of play shall be rectangular; 
its length being not more than 1,"10 yards nor less than 100 
yards and its breadth not more than 100 yards nor less 
than 50 yards. (In International matches the length shall 
be not more than 120 yards nor less than 110 yards and 
the breadth not more than 80 yards nor less than 70 yards.) 
The length shall in all cases exceed the breadth. 

(2) Marking.—The field of play shall be marked with 
distinctive lines, not more than 5 inches in width, not by a 
V-shaped rut in accordance with the plan, the longer 
boundary lines being called the touch lines and the shorter 
the goal-lines. A fiag or a post not less than 5 ft. high and 
having a non-pointed top, shall be placed at each corner; a 
similar flag-post may be placed opposite the half-way line 
on each side of the field of play, not less than 1 yard 
outside the tonchline. A half-way line shall be marked out 
across the field of play. Tlie centre of the field of play 
shall be indicated by a suitable mark and a circle with a 
10 yards radius sliall be marked round it. 

(3) The Goal-Area.—At each end of the field of play two 
lines shall be drawn at right-angles to the goal-line, 6 yards 
from each goal-post. These shall extend into the field of 
play for a distance of 0 yards ami shall be joined by a line 
drawn parallel with tlie goal-line. Each of these spaces 
enclosed by these lines and the goal-line shall be called 
a goal-area. 

(4) The Penalty-Area.—^At each end of the field of play 
two lines shall be drawn at right-angles to the goal-line, 
18 yards from each goal-post. These shall extend into the 
field of play for a distance of 18 yards and shall be joined 
by a line drawn parallel with the goal-line. Each of the 
spaces enclosed by these lines and the goal-line shall be 
called a penalty-area. A suitable mark shall bo made within 
each penalty-area, 12 yards from the mid-point of the goal¬ 
line, measured along an undrawn line at right angles thereto. 
These shall be the penalty-kick marks. From each penalty- 
kick mark an arc of a circle, having a radius of 10 yards, 
shall be drawn outside the penalty-area. 

(5) The Corner-Area.—From each corner-flag a quarter 
circle, having a radius of 1 yard, shall be drawn inside 
the field of play. 

(6) The Goals.—The goals shall be placed on the centre 

111 



































of each Roal-line and shall consist of two upright posts 
cciuKhstant from the corner-flags and 8 yards apart (inside 
measurement, joined by a horizontal cross-bai- the lower 
edge of which shall be 8 ft. from the ground. The width and 
depth of tlie goal-posts and the widtii and depth of the 
cross-bars shall not exceed 5 in. 

Nets may be attached to the posfs, cross-bars and around 
behind the goals. They should b? appropriately supported 
anti distant from the corner-flags and 8 yards apart inside 
room^^^ placed as to allow the goal-keeper ample 


LAW 2.—THE BAI.L, 

The ball shall be spherical; the outer casing shall be of 
leather and no material shall be used in its construction 
which might prove dangerous to the players. The circum¬ 
ference of the ball shall not be more than 28 in. nor less 
than -( m. The weight of the ball at the start of the 
game shall not be more than IG oz. nor less than 14 oz. 

IfAW 3.~NLMBER. of PIiAYEKS. 

(1) The game shall be played by two teams each con- 
sistmg of not more than eleven players one of whom shall 
be the goalkeeper. One of the other players may change 
places with the goalkeepr during thh match provided no- 
tice be ^iven to the Referee before such change is made. 

(^) Substitutes for players injured during a match 
played under the Rules of a Competition will only be 
pennitted if the approval of the National Association or 
International Associations concerned has been obtained 
(d) Substitutes for injured players may be introduced 
in other matches subject to this arrangement being ag- 
^ ^ upon by both teams before the start of a match 
Punishiiieiit: If, without notifying the Referee, a player 
changes to goalkeeper during the game, and then handles 
the ball within the penalty-area, a penalty kick shall be 
awarded. Any player leaving the field during the prog¬ 
ress of the pme (except through accident) without the 
consent of the Rferee shall be deemed guilty of ungentle- 
manly conduct. ^ ^ 
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Decisions of the Board. Relative to Raw S. 

1. A player who leaves the field during a match for any 

^ , reason must not take part in anotehr match until that 

\in which he commenced has ended. 

2. The minimum number of players in a team is left to 
the discretion of National Associations. 

?>. The Board is of the opinion that a match should not 
be considered valid if there are fewer than seven play¬ 
ers in either of the teams. 

4. If a team decides, during the halftime interval to re¬ 
place the goalkeeper by another player, the Referee 
must be informed of the changes before the match is 
Restarted. 

5. National Associations have decided to allow substi¬ 
tutes in accordance with clauses 2 and 3 of RAW 3, 
ehe Board has decided the replacement of the goal¬ 
keeper at any time during the match and of one other 
player before the end of the first half, if they are in¬ 
jured and unable to take part again in the match, this 
fact having been confirmed by the Referee (19 58). 

G. The Board asks that, in International Matches of this 
character, National Associations shall, before the start 
of the match, exchange the names of possible substi¬ 
tutes of the goalkeepers. 

7. If during the half-time interval, a player strikes an 
opponent or behaves in an ungentlemaiily manner to¬ 
wards a Referee, he shall be debarred from taking 
any further part in the match, and shall not be replac¬ 
ed. 

8. If a player perforce, for instance through impetus 
gained, passes beyond one of the one of the boundary 
lines of the field of play, he shall not be considered as 
having left the field of play without permission of the 
Referee. 

9. A player nearing an opponent close to the touch-line, 
who plays the ball to one side of the opponent and 
then runs round the other side in order to get the 
ball again behind his opponent, does not infringe any 
Law if he, perchance, should pass over the touch-line. 
Similarly, if a player near the goal-line, should step 
over the line in order to get possession of the ball 
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inside the playlng-area, and then eoes on to spom fv,« 

ing area. Sonera! rule, to remain within the play- 
1 **’® Board. Relative to a.aw tO 

a consequenee no alteration whatsoever’can be luiho! 

' Jhmy lh/SiS?/S ’’"o™ 1‘ P«»«. 
and tries to prevint tho t’oal enters the field 

with the ball whieb th<5, but fails to make contact 

shall allowiL S. 

sed wholly over^fhi^^J^inJ^^t?'^ P®®" 

and he iininedlateiv ?’■ inadvertence, 

valid inThe S'^restartlh^ 

SpeVJlar^" inS^tentty 

'• ^-W-eper 

LAW 4—PLAYERS’ EQUIPMENT. 

auoth^er'Xyer^ Boots 'must confor'ra to 'the to 

rubber; bars shall bp trausvpr-/leather or 

half-an-inch in wi'lth a^ th^ ^han 

width of the boot and be roiimM fl }l f^r the total 

be round in plan and not less than1a^"a“ 
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<'onibiiied studs and bars may be worn provided the whole 
r»informs to the fj:eneral ro‘quirements of this Law, neither 
l)iir nor studs on the soles or heels shall project more than 
(hree-quarters of an inch. Other than the small metal 
st‘^tinjj: for the screw type of stud, no metal plates, even 
llioti^?h covered with leather or rubber, shall be worn. 

(N.B.—^The usual equipment of a player consists of a 
.)(*i’sey or shirt, short trousers, stockings and boots. A 
goalkeeper should wear colours which distinguish him from 
I he other players.) 

Funishment.—For any infringement of this Law, the player 
;it fault shall be sent off the field of play temporarily. He 
shall not return without first reporting to the referee, who 
shall satisfy himself that the player’s equipment is in order: 

I he player shall only re-enter the game at a moment when 
tlie ball has ceased to be in play. 

LAW 5.—REFEREES. 

A referee shall be appointed to officiate in each game. He 
shall :— 

(a) Enforce the Laws and decide any disputed point. His 
decision on points of fact connected with the play shall be 
final so far as the result of the game is concerned. His 
Jurisdiction begins from the time he signals the kick-off,and 
his power of penalising shall extend to offences committed 
wlien play has been temporarily suspended or when the hall 
Is out of play. He shall, however, refrain from penalising 
III cases where lie is satisfied that by doing so he would be 
giving an advantage to the offending team. 

(b) Keep a record of the game; act as timekeeper and 
allow the full or agreed time, adding thereto all time lost 
Ihrough accident or other cause. 

(c) Have discretionary power to stop the game for any 
liilTingement of the Laws and to suspend or terminate the 
game wdienever, by reason of the elements, interference by 
siK'clators, or other cause, he deems such stoppage necessa¬ 
ry. Ill such a case he shall report the matter to tiie National 
(if Affiliated Association under whose jurisdiction the game 
was played, within two days (Sundays not included). 
Ileports will be deemed to be made when received in the 
nidi nary course of post. 

(d) Have discretionary power, from time he enters the 
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of play, to caution any player guilty of misconduct or un-/ 
gentlemanly behaviour and, if he persists, to suspend him' 
from further participation in the game. In such cases th^ 
referee shall send the name of the offender to the National 
or Affiliated Association concerned, within two days after 
the occurrence (Sundays not included). Reports will be 
deemed to be made when received in the ordinary course 
of post. 

(e) Allow no person other than the players and linesmen 
to enter the field of play without his permission. 

(f) Stop the game if, in his opinion, a player has been 
seriously injured; have the player removed as soon as 
possible from the field of play, and immediately resume the 
game If a player is slightly injured, the game shall not be 
stopped until the ball has ceased to be in play. A player 
who IS able to get to the touch or goal-line for attention 
of any kind, shall not be treated on the field of play. 

(g) Have discretionary power to suspend from further 
participation in the game, without previous caution, a 
player guilty of violent conduct. 

(h) Signal for recommencement of the game after all 
stoppages. 


LAW 6.—LINESMEN. 

dVo linesmen shall be appointed, whose duty (subject 
to the decision of the referee) shall be to indicate when 
the ball is out of play and which side is entitled to the 
corner-kick, goal-kick or throw-in. They shall also assist 
the referee to control the game in accordance with the Laws, 
in the event of undue interference or improper conduct by 
a linesman, the referee shall dispense with his services and 
arrange tor a substitute to be appointed. (The matter shall 
be reported by the referee to the National or Affiliated 
Association having jurisdiction over the offending linesman.) 
Ihe linesman should be equipped with flags by the Club 
on whose ground the match is played. 

LAW 7.—DERATION OF THE GAME. 

The duration of the game shall be two equal periods 
of 4o minutes, unless otherwise mutually agreed uiion sub¬ 
ject to the following: (a) Allowance shall be made in either 
lieriod for all time lost through accident or other cause, 
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the amount of which shall be a matter for the discretion 
of the referee; (b) Time shall be extended to permit of 
a penalty “kick being taken at or after the expiration of 
the normal period in either half. 

At half-time the interval shall not exceed five minutes 
except by consent of the referee. 

LAW 8.—THE START OF PLAY. 

(a) At the beginning of the game, choice of ends and 
tlie kick-off shall be decided by the toss of a coin. The 
team winning the toss shall liave the option of choice of 
(*nds or the kick-off. 

The referee, having given a signal, the game shall be 
started by a player taking a place-kick (i.e., a kick at the 
ball while it is stationary on the ground in the centre of 
the field of play) into his opponents’ half of the field of 
I day. Every player shall be in his own half of the field 
and every player of the team opposing that of the kicker 
shall remain not less than 10 yards from the ball until 
it is kicked-off; it shall not be deemed in play until it 
has travelled the distance of its own circumference. The 
kicker shall not play the ball a second time until it has 
been played or touched by another player. 

(b) After a goal has been scored, the game shall be 
l•(‘Started in like manner by a player of the team losing 
the goal, 

(c) After half-time. When restarting after half-time, 
i'lids shall be changed and the kick-off shall be taken by 
a player of the opposite team to that of the player who 
started the game. 

Pimishmcnt.—For any infringement of this Law, the 
kick-off shall be retaken, except in the case of the kicker 
playing the ball again before it has been touched or played 
by another player; for this offence, an indirect free-kick 
shall be taken hy a player of the opposing team from the 
place where the infringement occurred. A goal shall not 
be scored direct from a kick-off. 

(d) After any other temporary suspension. When re¬ 
starting the game after a temporary suspension of play from 
any cause not mentioned elsewhere in these Laws, provided 
I hat immediately prior to the suspension the ball has not 
passed over the touch or goal-lines, the referee shall drop 
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the ball at the iriace where it was when play was suspended 
and it sliall be deemed in play when it has touched the 
Rround; if, however, it goes over the touch or goal-lines 
after it has been dropped by the referee, but before it is 
touched by a piayer, the referee shall again drop it. A 
player shall not play the ball until it has touched the 
?:rounc]. If this section of the Law is not complied wnth the 
referee shall again drop the ball. 

LAW 9.—BALL IN AND OUT OF PLAY. 

The ball is out of play:— 

(a) When it has wholly crossed the goal-line or touch- 
line, whether on the ground oj- in the air. 

(b.) When the game has been stopped by the referee. 

The ball is in play at all other times from the start of 
the match to the finish, including:— 

(a) If it rebounds from a goal-post, cross-bar or corner- 
flag post into the field of play. 

(b) If it lebounds off either the referee or linesmen 
when they are in the field of play. 

(c) In the event of a supposed infringement of the Laws, 
until a decision is given. 

LAW 10.—METHOD OF SCORING. 

Except as otherwise provided by these Laws, a goal is 
scored when the whole of the ball has passed over the goal- 
line, between the goal-posts and under the crossbar, provided 
it has not been thrown, carried or propelled by hand or 
arm, by a player of the attacking side. Should the cross-bar 
become displaced for any reason during the game, and 
the ball cross the goal-line at a point which, in the opinion 
of the referee, is below where the cross-bar should have 
been, he shall award a goal. 

Ihe team scoring the greater number of goals during 
the game shall be the winner; if no goals, or an equal 
number of goals are scored, the game shall be termed a 
draw . 

law 11.—off-side. 

A Plhyer is off-side if he is nearer hi« opponents’ goal- 
line than the ball at the iiiomeiit the ball is played unless:— 
(a) He is in his own half of the field of play. 
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(h) There are two of his opponents nearer to their own 
goal-line than he is. 

(c) The ball last touched an opponent or was last played 
by him. 

(d) He receives the ball direct from a goal-kick, corner- 
kick, a thrown-in, or when it is dropped by the referee. 

Piinishnient. —For an infringement of this Law, an in¬ 
direct free-kick shall be taken by a player of the opposing 
team from the place where the infringement occurred. 

A player in an off-side position shall not be penalised 
unless, in the opinion of the referee, he is interfering with 
the play or with an opponent, or is seeking to gain an 
advantage by being in an off-side position. 

LAW 12.—FOULS AND MISCONDUCT. 

A player who intentionally commits any of the following 
nine offences:— 

(a) Kicks or attempts to kick an opponent; 

(b) Trips an opponent, i.e., throwing or attempting to 
llirow by the use of the legs or by stopping in front of or 
behind him; 

(c) Jumps at an opponent; 

(d) Charges an opponent in a violent or dangerous 
manner; 

(e) Charges an opponent from behind unless the latter 
he obstructing; 

(f) Strikes or attempts to strike an opponent; 

(g) Holds an opponent with his hand or any part of his 
arm! 

(h) Pushes an opponent with his hand or any part of his 
Mi'in; 

(i) Handles the ball, i.e., carries, strikes or propels the 
i»all with his hand or arm (this does not apply to the goal¬ 
keeper within his own penalty area) ; 

shall be penalised by the award of A DIRECT FREE KICK 
to be taken by the opposing side from the place where the 
offence occurred. 

Should a player of the defending side intentionally com¬ 
mit one of the above nine offences, within the penalty area, 
he shall be penalised by a penalty kick. 

A penalty kick can be awarded irrespective of the po- 
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sitian of the ball, if in play, at the time an offence within 
the penalty area is committed. 

A player committing any of the five following offences 

(1) Playing in a manner considered by the referee to 
be dangerous, e.g., attempting to kick the ball while held 
by the goalkeeper; 

(2) Charging fairly, i.e., with the shoulder, when the 
ball is not within playing distance of the players concernev. 
and they are definitely not trying to play it; 

(3) When not playing the ball, intentionally obstructing 
an opponent, i.e., running between the opponent* and the ball, 
or interposing the body so as to form an obstacle to aii 
opponent: 

(4) Charging the goalkeeper except when he:— 

(a) is holding the ball; 

(b) is obstructing an opponent; 

(c) has passed outside his goal area; 

(5) When playing as a goalkeeper, carry the ball, i.e. 
taking more than four steps while holding the ball without 
bouncing it on the ground; 

shall be penalised by the award of an TNDIIIECT FREE 
KICK to be taken by the opposing side from the place 
where the infringement occurred. 

A player shall be CAUTIONED if:— 

(j) He joins his team after the game has commenced, or 
returns to the field while the game is in progress without 
reporting to the referee or without waiting for a stoppage 
of the gmne. If the game has been stopped (to administer 
the caution) it shall be re-started by the referee dropping 
the ball at the place where the infringement occurred, but 
if the player has committed a more important offence he 
shall be penalised according to that section of the law 
infringed; 

(k) He persistently infringes the laws of the game; 

(l) He shows by word or action, dissent from any 
decision given by the referee; 

(m) He is guilty of ungentlemanly conduct. 

For any of these last three offences, in addition to the 
caution, an INDIRECT FREE KICK shall also be awarded 
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to the opposing side from the place where the offence 

f)ccurred. „ , ^ , 

a player shall be SENT OFF the field of play :— 

(n) If he is guilty of violent conduct, i.e., using foul 

or abusive language, or if, in the opinion of the referee, 
he is guilty of serious foul play; , 

(o) If he persists in this misconduct after having received 

a caution. ^ , n 

If iilay be stopped by reason of a player being ordered 
from the field for an offence without a separate breach of 
the law having been committed, the game shall be resumed 
l>y an INDIRECT FREE KICK awarded to the opposing 
side from the place where the infringement occurred. 

LAW 13.—FREE-KICK. 

Free-kicks shall be classified under two heads: “Direct” 
(from which a goal can be scored direct against the of¬ 
fending side), and “Indirect” (from which a goal cannot 
be scored unless the ball has been played or touched by 
a player other than the kicker before passing through the 

When a direct or indirect free-kick is being taken, a 
plaver of the opposite side shall not approach within 10 
yards of the ball until it is in play, unless he be standing 
;»n his own goal-line, between the goal-posts. If a player 
of the opposing team approaches within 10 yards before 
the kick is taken the referee shall delay the taking of the 
kick until the Law is complied with. The ball shall not be 
deemed in play until it has travelled the distance of his 
own circumference. The ball must be stationary^ when the 
kick is taken, and after taking the kick, the kicker shall 
not play the ball a second time unless it has been touched 
or played by another player. In the case of a free-kick 
being awarded to the defending side in the penalty-area, 
the goalkeeper shall not receive the ball into his hands in 
order that he may thereafter kick it into play; the ball 
must be kicked direct into play beyond the penalty-area, 
and if this part of the Law is not complied with the kick 
shall be re-taken. 

Piuiishiiieiit ^ 

If the kicker, after taking the free-kick, plays the ball a 
second time before it has been touched or played by anotlier 


121 























player an indirect free-kick shall bo taken by a player of 
the opposing team from the spot where the infringement 
occurred. 

LAW 14.-1-PENALTY-KICK. 

A penalty-kick shall be taken from the penalty-mark and, 
when it is being taken, all players, with the exception of the 
player taking the kick, and the opposing goalkeeper, shall 
be within the field of play but outside the penalty-area, 
and at least 10 yards from the penalty-mark. The opposing 
goalkeeper must stand (without moving his feet) on his own 
gfval-line, between the goal-posts, until the ball is kicked. 
TJie player taking the kick must kick the ball forward; he 
shall not play the ball a second time until it has been 
touched or played by another player. The ball shall be 
deemed in play directly it is kicked, i.e„ travelled the 
distance of its circumference, and a goal may be scored 
direct from such a penalty-kick. Tf the ball ‘'touches the 
goalkeeper before passing between the posts, when a penalty- 
kick is being taken at or after the expiration of time of 
play shall be extended at half-time or full-time to allow 
a penalty-kick to be taken. 

Puiiisliment 

(a) For any infringement by the defending team the kick 
shall be re-taken, if a goal has not resulted. 

(b) For any infringement by the attacking team, other 
than by the player taking the kick the kick shall be 
re-taken, if a goal has resulted. 

(c) For any infringement by the player taking the 
penalty-kick, a player of the opposing team shall take an 
indirect free-kick from the spot where the infringement 
occurred. 


LAW 15.—THKOW-IN. 

When the whole of the ball passes over a touch-line, 
either on the ground or in the air, it shall be thrown in 
from the point where it crossed the line, in any direction, 
by a player of the team opposite to that of the player who 
last touched it. The thi'ower at the moment of delivering 
the ball must face the field of play and part of each foot 
shall be either on or outside the touch-line The thrower 
shall use both hands and shall deliver the ball from over 
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his head. The ball shall be in play immediately “ 'f thrown 
hut the thrower shall not again play the hall until it has 
been touched or played by another player. A goal shall not 
he scored direct from a throw-in. 

Fiinishmeiit 

(a) If the ball is improperly thrown in, the throw-in 
shall be taken by a player of the opposing team. 

(h) Tf the thrower plays the ball a second time before 
it has been touched or played by another player, an indirect 
tee-kierslmll be take! by a player of the opposing team 
from the place ■where the infringement occniied. 

law 16.—goal-kick. 

When the wliole of the hall pas.ses over the goal-line 
(excluding that portion between the goal-po.sts, either in the 
air or on the ground, having last been played by one of 
Ihe attacking team, it shall be kicked di ^t m o P ay beyond 
the penalty-area, from a point within tliat half of the goal 
area^ nearLt to where it crossed the line by a plapi of 
the defending team. A goalkeeper shall not receive *^ 6 
into his hands from a goal-kick in oidei that he ma^ 
thereafter kick it into play. If the ball is not 
f-hp nenaltv-area i.e., direct into play, the kick shall be 
re-taken The kicker shall not play the ball a second tune 
until it lias touched or been played by f 
shall not be scored direct from such a kick Plajeis of 
the team opposing that of the player 
shall remain outside the penalty area whilst the kick 

being taken. 

Punishment 

If a player taking a goal-kick plays the ball a secniul time 
after it has passed beyond the penalty-area, but before it 
has touched or been played by another piper, ^ 

free-kick shall be awarded to the opposing team to be taken 
from the place where the infringement occurred. 

LAW’ 17 .— COKNER-KICK. 

When the wliole of the hall passes over the goal-line, 
excluding that portion between the goal-posts, either in the 
air or on the ground, having last been played by one of the 
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flag-post, which “ust nTbe remov^^^^ 

A ^?oal may be scored divonf ^ corner-kick, 

the team opposing the nlaver ^ I*layers of 

ference, nor shall the kicker v ii ^ circum- 

until it has been touched o^nin^ “ second time 

Punishment ““PHed w played by another player. 

shril'be'U-a'^&r\L°V^‘®-^^‘‘‘^’ f'-ee-kick 

the place where the InfrinSnt Surre'l 
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ON SALE AT ALL SOCCER GROUNDS 
THROUGHOUT VICTORIA 
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JUNIOR SECTION 

XfIST OF JUNIOR CLUBS, OROUNDS ETO. 
SEASON 1960 (AS AT 7.2.1960) 

AJAX 

lion. Secretary: Mr. G. Cassar, 37 Lester Ave., St. Albans. 
iNumber of junior teams: Ono under 16. 

('olours: Green and White. 

Situation of ground: Vincent Ave., ,St. Albans. 

^Nearest train: St. Albans station. 

ARDEER 

Hon. Secretary: Miss D. Grzegorezyn, 5 8 Maxweld Street, 
Ardeer. 

President: Mr. T. 'Sikorski, 58 Maxweld Street, Ardeer. 
(’lub Delegates: Messrs. S. Meryk and T. Sikorski. 

.Number of Junior Teams: One under 14. 

Colours: Red shirts, white shorts. 

Situation of Ground: Mother of Sorrows ground, Glen- 
gala Road, Sunshine. 

Nearest train: Sunshine Station then by Glengala Road 
bus. 

Nearest bus: Glengala Road bus from near Derrimut 
Hotel, Sun Crescent, Sunshine. 

BAYSIVATER 
Information as Senior team. 

Hon. Secretary: Mr. H. Vollmer, Mountain Highway, 
Bayswater. 

No. of Junior teams: One—^Under 16. 

BOX HILL 

(’olours: White-Blue. Alternate colour Pink. Blue socks; 
Black shorts. 

Situation of Ground: Lower Surrey Park, Elgar Rd., 
Box Hill. 

Nearest Train: Train to Canterbury, then red bus. 
Nearest bus: Direct to ground, or train to Box Hill then 
Burwood bus to Canterbury Rd. and 3C0 yds walk 
West along Canterbury Rd. 

Mon. Secretary: E^ Patterson, 16 Wellington Rd., Box 
Hill. WX 7542. 

Club Delegates: R. E. Simpson, 60 Metung St. Balwyn. 
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MoClelland, 13 Po- 
Z^lghuV -JA 6634 (Day), wk 6488 

Number of Junior Teams Two teams under 16; under 18. 
BRIGHTON 

JnlT.'’""-’ 16 Wen Street, Brigh- 

Kilvert and Mr. A M<^rrill<? 

'■“"’Sh”,' („„„ 

lyf ,?‘S SJeJ'.'S.C”- ““ 

Nearesrtram^‘'Ar‘^= (Juniors). 

ijV™ H,j;rfrD»5j m, """"“•'™»' 

BROOKLYN HOSTblL 

"JlfpS.^-^ 3-30 p.m. and 

""""^S'eachf 12 and under 14 (one 

Colours: Under 12—Blue alternate Red. 

"“'SiK” *• Brooklyn (Mll- 


COBURG UNITED 
"“'rorwr' “■ ’■■ street, Ol.n- 

"“■■cSS””' *■ ’■“>'“’■■■ Cumberland Road, 

Telephone Nos.: FIL 6246. 

pre.'.'^ir”' ““ “-“tale-a Roaa. 
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Nearest train: Fawkner train to Coburg station. 

Nearest tram: Coburg or North Coburg tram to Bell 
Street. 

Nearest bus: West Green bus from either to ground. 

DANDENOXG CITY 

President: Mr. B. Boardman, 12 Market St., Dandenong. 

Telephone Nos.: Dandenong 1616 Extn 607 ,day only). 

Number of Junior teams: One under 16. 

Colours: Blue and white. 

Situation of ground: Dandenong High School, Princes 
Highway, Dandenong. 

Nearest train: Dandenong then 10 minutes w^alk along 
Robinson St, to High School. 

ESSENDON 

lion. Secretary: Mr. R, Maclaurin, 11 Noble Avc., Strath¬ 
more. 

lion. Treasurer: Peter Suttie, 34 Hedderwnck Street, Es- 
sendon W.5. 

President: (To be elected). 

Club Delegates: (2) Dindsay M. Clover 24, Woolley St., 
Essendon W.5.; Roger Maclaurin, 11 Noble Avenue, 
Strathmore. 

'relephone Nos.: Day F\V 1001 (Renfrey), Evening FX 
2680 (Maclaurin) FF 93 88 (Glover). 

Number of Junior teams: Four—-Under 12, 14, 16, and 
18. 

Colours: Black with three inch red band around the 
chest. 

Alternate colours: White. 

Situation of ground: “Fairbairn Park”, AVoods Street 
leads from the east side of the Maribyrnong River 
bridge to the park. 

N(‘arset Tram: Maribyrnong River tram from Elizabeth 
Street, City orFootscray^—^Ahoonee Ponds tram. 

HAItOAH 

lion. Secretary: Mr. K. Defris, 110 AA^estbuiy St., St. 
Kilda. 
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Number of Junior teams: One under 16 
Situation of ground: Middle Park. 

Nearest train: Middle Park, ground near Night golf. 

HEIDELBKHG 

Hon. Secretary: Mr. J. F. A. Chesters, 25 Yarana Road, 
Alphmgton N.20. 

Club Delegates: (2) J. Chesters and A. Thorpe. 

Telephone JMos.: Day 62-0281 Extn. 201 (Chesters), 
Evening WL 4006 (Thorpe). 

Number of Junior Teams: One—-Under 16. 

Colours, ground, nearest transport as for Seniors. 

I/EOHIA—NEWPORT 

Newcastle Street, 

President: Mr. M. Bartkicwicz. 

Sobczyk and Mr. M. Bartkiewlcz. 
No. of Junior teams: One—-Under 14. 

Colours: Green shirts with gold collars, half sleeves gold 
qp,, a.nd gold stockings. 

^'^'^^pOTt Doft Reserve, Maddox Road, New- 

Nearest tVain: Wllliamstown train to Newport station. 
Nearest bus: Green West Newport but from Newport 
station to Maddox Road, alight at corner Grieves 
Street (50 yards to ground). 

3IBIjBOL"R]SE 

"“■jsS'SSiof ■ 

No. of Junior Teams: One—^ITnder 16. 

White shorts, green stockings. 
Alternate colours: Mhite shirt, white shorts, green stock- 
ings. 

Situation of ground: No. 2 Oval, Elwood Reserve 

"tramTepor 

Nearest tram: Eiwood tram depot. 

Nearest^bus: Brighton bus from the City to Elwood bus 
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MOOFABBIN OTTy 

Manager: Mr. D. K. Creed, 26 Lucas Street, Brighton. 

Club Delegates: D. K. Creed. 

Number of Junior tea'^^s: One under 16. 

Cojours: Black and Whiee. 

.SitUatio of ground: Patterson Road, Moorabbin. 

TrSiir. to Bentleigh, bus to ground. 

NORTH SHNSHINE 

lion. Secretary: C. Kobza, 19 Holehouse St., Sunshine 
■W.20. 

Number of Junior teams: One—^Under 14. 

Colours: Shirts—'White and red hoops, red shorts. 

Situation of ground: Dempster Park, near High School, 
Ballarat Road, Sunshine. Between Blackmore Street 
and Phoenix Street. 

Nearest train: St. Albans train to Sunshine station. 

Nearest bus: Green bus to Ballarat Road or North Sun¬ 
shine bus to Blackmore Street (Ground 100 yards). 

OLYMBIii. 1956, ST. ALBANS 

(Ion. Secretary: Mr. A. Kipka, 9 Kodre Street, 'St. Albans. 

Hon. Treasurer: Mr. S. Adawezyk, 57 Viev/ Street, St. 
Albans. 

Vice-iSecretary: Mr. S. Kowalczyk, 59 View" Street, St. 
Albans. 

Ih-esident: Rev. J. Krasocki, 715 Sydney Rd., Brunswick. 

(Jub delegates: ,Mr. S. Walachowski and Mr. W. Folcik. 

Telephone Nos.: 6'5-9203 (day). 

Number of Junior teams: Two—^Under 12 and Under 14. 

Colours: Red shirts, White shorts. Stockings, red with 
white stripes. 

Alternate colours: Red shirts and red shorts. 

Situation of ground: Sassella Park, Station Road, Deer 
Park. 

Nearest train: St. Albans train to Albion station. 

Nearest bus: Green bus from Albion Station to Deer Park 
or Glengala Road bus from Sunshine (Sun Orescent). 

PRESTON T.S.O.B. 

Hon. Secretary and Treasurer: Mr. A. Johnstone, 'C/o 16 
Willow Street, West Preston. 



ji« 
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Johnstone and K. Wells 

r S SHtoSS.™” 

™.e 

^earest tram: Plenty Road, East Preston 
Nearest bus: Bell Street, comer St. Georges Hoad. 

POLOHIA FAWKNEB 

’“”'rSrT$. 1 St„«, 

"“boX""™" K*P‘M. 28 M.tm.son St„rt, N. 

Telephone Nos.: FL 7046 (after 6 nm ^ 

Number of Junior teams: One under 16* 

SUuat^on^jf^^^ shorts. 

R'“rve. Mutton St. 

Nearest train: to Fawkned. 


SACBEB-HE'AKTS, ST. AEBANS 
"“■aEs."’'-' *“■ “<= “■ « AlMeJ. street, St. 

“■■ ■'• ’* «»»■>• Strait. St. 

T„.ph„. Mt. ,Hev. PA. 

No of Junior teams : One—Under 14 
^*^ami Bla^ck.^”^ jWaroon. Alternative colours: White 

^'‘'“^Serst Albans. Winifred 

Nearest train: St. Albans station. 
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Sandringham Oity 

Hon. Secretary: Mr. G. B. Dobb, 13 North Avenue, 
Moorabbin S.20. 

Hon. Treasurer: Mr. (L. Hayball, 23 4 South Road, E. 
Brighton. 

president: W. Campbell, 34 Codrington St., Sandringham. 

Club delegates: G. B. Dobb, D. Hayball or P. Hall. 

Telephone Nos.: XU 43 07 (Sec), XW 7269 (Ti*eas), XW 
5859 (President). 

Number of Junior teams: Under 18. 

Colours: Claret and Saxe Blue quarter shirts, White 
'Shorts. 

Alternate colours: Red shirts (white monogram). 

Situation of ground: R. J. Silitoe Reserve, Cnr Olive St., 
Ludstono St,, Hampton. 

Nearest train: Hampton or Moorabbin Stn. then Moorab- 
bin-Hampton red bus direct to ground. 

SAT^3>KINGJH[i\3I-ASPENDADE 

[Ion. Secretary: Mr. J. Goggle, 3 5 Lewis Street, Ormond. 

Hon. Treasurer: R. Lea, 4 Florence Street, Mentone. 

President: D. Lea, 4 Florence Street, Mentone. 

Club Delegates: E. Loveday, 8 AVynstay Rd., Seaford. D. 
Lea or P. Hall. 

Telephone Nos.: 57-1221 (Sec—day), 9'0-4350 (Presi¬ 
dent—day), XF 6139 (President—evening). 

Number of Junior teams: Under 12, (Under 14, Under 16. 

Colours: Blue shirts, white shorts. Blue and Yellow 
stockings. 

Alternative colours: White shirts. 

Situation of grounds: Under 16 will use R. J. Silitoe Re¬ 
serve (see Sandringham City). 

Under 12 and 14: Aspendale Tech¬ 
nical School, Laura Street, As¬ 
pendale. 

Nearest trains: Aspendale, 1st turn right from Station 
(Frankston side) walk 3»0‘0 yards to Laura Street, 
ground alongside school. 

SOKOL UNITED 

Hon. Secretary: F. Andriewski, 43 Oberon Street, St. 
Albans. 
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Club delegates.: Colours: Blue shirts 
Ground: Oberon Ave., St. Albans. 

Neai^st tram: St, Albans, bus to Station Ave.-Oberoh 
Number o junior teams: One under 14. 

SOITH mLBOLTlNB-IIELI.AS 

Street, 

Club delegates: ,Mr. D. J. Hamilton and Mr. H. Wilkinson 
Teleigone Nos.: Day—MY 46 22. Evening: MX 1419 or 

J o'U 4 8 • 

No. of JuiUor Teams: Three—Under 12, 14 andl6. 
Colours; -W hite with Red V shirts, Black shorts. Red and 
White stockings. 

Situation of ground: Middle Park, adjacent to Army Bar- 
racks on St. Kilda side of '‘Night Golf”. 

Nearest train: Middle Park station on St. Kilda Line 
Nearest tram: Pitzroy Street, St. Kilda. 

ST. KILDA 

“°”‘Sdfe^Par^''’ Richardson Street, 

Club delegates: Mr. N. McFadyen 
Telephone Nos.: MX 4018 (Eyenings). 

No. of Juinor teams: Four—Under 12, 14, 16 and 18 

sleeves ’ w^“e 

Alternate colours: All Red shirts with white sleeves, 
-Black collar and Tips. 

Nearest train: St. Kilda lino to Middle Park Station. 
SUNSHIh B OITV 

Hon. Secretary; Mr. T. Higgins, 34 Lyncg St Sunshine 
Telephone Nos.: 311-2331 (Mr. WhiteR ^ ’’ 

No. of Junior teams; Four—Under 12, 14, 16 and 18 
Colours: Yellow and Black. 

Sunshine. 

Nearest train. St. Albans tram to Sunshine station. 
Nearest bus: Sunshine Park bus from Sunshine station. 
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TRIDENT? 

lion. Secretary: A. Listopad, 15 Rock Banck Rd., Ardeer 

(!lub delegates: D. Jarka, 113 McLaughlin St., Ardeer; 
T. Biszko. 

'telephone Nos.: MiM 8006. 

Number of junior teams: One under 14. 

Colour: Yellow-Blue. 

Situation of ground: iCnr. Suspension Street and Law¬ 
rence St., Ardeer. 

Nearest train: to Sunshine Stn. 

Nearest bus: Glengala Rd. bus from Sunshine (Derri- 
mut Hotel) to Lead Factory, Forrest Street, 50 yard 
walk. 


W^ESLEY COLLEGE 

lion. Secretary: Mr. J. Dickson c/o Wesley 'College, 
Prahran. 

Number of Junior teams: Under 14, possibly under 18? 
i'olours: Purple and Gold. 

Situation of ground: Fawkner Park. 

Nearest tram: Any tram proceeding down St. Kilda Rd., 
two stops beyond Synagogue. 

WILHELMUSTA D.S.C. 

lion. Junior Secretary: Mr. R. Rubens, 7 Parsons Ave., 
Springvale. 

Telephone Nos.: Day—746-9117, Evening 746-8967. 

No. of Junior teams: Two—^Under 12 and 14. 

Colours: Orange. 

Situation of ground: Hawthorn South Reserve, off Burke 
Road. 

Nearest train: Gardiner. 
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FINAJj JLNIOR TABRES-^EASOOV 19S9 
UNDER 12 

P W D L P A 

18 18 0 0 81 6 

18 13 Oi 5 42 23 

18 12 1 6 32 12 

18 12 0 6 42 SK 

18 10 2 


team 

Olympia 1956 . . 

Essendon . . . . 

South Melbourne 
Brooklyn Hostel 
Sunshine 'City .... 
Broadmeadows Hostel 18 9 

Williamstown Hostel .18 5 

Preston Hostel. 18 4 


6 25 46 

11 8 51 

7 43 


12 


TEAM 
Sunshine City . . . 

Trident . 

Lions/Hayduk 
Brooklyn Hostel . . 
Maribyrnong Hostel 


UNDER 14 (Noii:h) 

P W D 

14 13 0 

14 11 1 

14 8 1 

15 '5 1 

15 4 1 


28 25 
12 49 

9 44 


UNDER 14 (South) 

Kilda. 14 13 0 ^ 

Brighton . 14 lo o 4 

Essendon . 14 9 q 5 

South Melbourne .... 14 7 ,0 7 

IVlaccabi . 14 2 0 12 

Broadmeadows .... 14 1 ^0 43 


F A 
45 12 

44 22 

28 26 
24 42 

13 25 

4 36 


26] 

20] 


TEAM 

■Sunshine O . . , 

Essendon. 

South Melbne . , 

Ajax . 

Wesley College 
South Yarra . . . 
Williamstown H 


UNDER 16 (North) 
P W D 

14 13 0 

14 12 1 


14 

14 

14 

14 

14 
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7 

6 

5 

5 


L 

P 

A 

P] 

1 

83 

12 

26] 

1 

46 

13 

25] 

4 

10 

21 

171 

5 

14 

3-0 

151 

6 

9 

32 

13] 

7 

11 

34 

12] 

14 

3 

33 

0 ] 




UNDER 16 

(South) 





TEAM 

P 

W 

D 

L 

P 

A 

P 

Diindenong C . . 

. 14 

13 

0 

1 

42 

14 

26 

Moorabbin C . . 

. . . . 14 

12 

1 

1 

60 

8 

25 

liox Hill . . . . 

. . . . 14 

9 

•0 

5 

33 

26 

18 

IKayswater . . . 

.. .. 14 

7 

2 

5 

33 

24 

16 

Heidelberg . . . 

.. .. 14 

4 

2 

8 

7 

14 

10 

Troy don . . . . 

. . . . 14 

4 

1 

9 

16 

36 

9 

Preston TSOB . 

. . . . 14 

4 

0 

10 

10 

70 

8 


UNDER 18 






TEAM 

P 

W 

D 

L 

P 

A 

P 

Hnnshine -C . . . 

. . . . 14 

13 

0 

1 

63 

8 

26 

ilox Hill .. .. 

.. .. 14 

11 

2 

1 

50 

11 

24 

Ht. Kilda . . . . 

. . . . 14 

7 

4 

3 

46 

23 

18 

< 'oburg Un . . . 

1* res ton TSOB . 

. . .. 15 

6 

3 

6 

23 

24 

15 

. . . . 14 

5 

2 

7 

15 

36 

12 

A riny Apprentice 

... 14 

3 

2 

9 

16 

36 

8 

Kalrfield . . . . 

. . .. 14 

3 

2 

9 

16 

38 

8 

Mouth Yarra 

. 8 

1 

1 

6 

11 

25 

3 

'I’ll 11 amarine 

. . . . 6 

0 

0 

6 

0 

34 

0 
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JUNIOR SECTION 

BLUE BIBAND SUP (Under 12), 

1st Round Semi Finals Final 

Olympia 3 

B’lyn Hostel 1 “ympia 3 olympia 4 

Sunshine C. 8 „ , . 

Prest. Hostel 0 Sunshine C. 0 

S. Melb. 2 ^ 

iw’Vll’V . l " ° B-ntead. Host. 0 

B mead. Host. 6 „ x 

W'town Host. 1 ® mead. Host. 2 


J. J. LISTON CLP (Uiider 14). 


1st Round 


2nd Round 


Semi Finals Finals 


Lions/H’duk WO 
B’mead, Host. 0 
S. Melb 1 
St. Hilda 6 

S’shine C. (Bye) 
Trident (Bye) 
B'lyn H. (Bye) 
M'ong H. 2 
Brighton 7 
Maccabi (Bye) 
Essendon (Bye) 


Lions’Hayduk 1 


St. Hilda 4 
Sunshine C. 2 
Trident 0 

B’lyn Host. 2 

Brighton 10 
Maccabi o 

Essendon WO 


St. Hilda 


S’shine C. 
Brighton 


Essendon 


1 

S’shine C. 

2 


3 

Essendon 

4 


1 


4 


MILLER CLP (Liider 16). 


1st Round 

Bays water 3 

S. Melb. 1 

S'shine C. (Bye) 
Heidelberg 0 
South Yarra 4 
M’rabbin (Bye) 
W’ley Col. (Bye) 
Box Hill 7 

Preston TSOB 0 
D’ong C. 10 
Croydon 0 

Ajax 0 

Essendon 1 


2nd Round 


Semi Final Final 


Bayswacer o 
;S’shine C. 7 

South Yarra 0 

M’rabbin City 4 
W’ley Col. 3 

Box Hill 2 

D’ong C. 1 
Essendon 7 


S’shine C. 
M’rabbin C. 
W’ley Col. 
Essendon 


1 

S’shine C. 

0 

0 

Essendon 

5 


2 


0 


13G 


JUNIOR CUP (Under 18) 


Box Hill 

1 

Box Hill 

4 



B'shine C. 

0 


Box Hill 

4 

P’ton TSOB WO 

P’ton TSOB 

0 


Kouth Yarra 

0 



Fairfield 

4 

Fairfield 

2 



Army, Appr. 

0 


St Hilda 

5 

C’burg Unit. 

1 

St. Hilda 

3 


St. Hilda 

2 





Under 14 Final Four Competition (Hartley Shield) 


Itlons/Hayduk 3 


Trident 1 

H’shine C. 6 

B’lyn Hostel 1 

Brighton 3 

HI. Hilda 1 

H. Melb 2 

l-iHsendon 8 


Lions/Hayduk 1 
S’shine C. 2 

Brighton 2 

Essendon 4 


S’shine City 3 

Essendon 2 


Under 16 Final Four Competition (Wilshaw Shield) 


H. Melb. 2 

Ajax 1 

H’shine C. 5 

I'l.ssendon 0 

Box Hill 3 

D’nong C. 5 

M’rabbin C. 6 

Bayswater 0 


S. Melb. 0 

S'shine C. 2 

D’nong C. 1 

M’rahbin C. 4 


S’shine C. 6 

Moorahbin 2 
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For All Tlie Latest 


• NEWS 

# PICTURES 
# GOSSIP 
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• RECORDS 


Reatl 

‘SOCCER NEWS’ 


On Sale At All Geoiinds 
Price \l~ 
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